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Follow the Suburbs 


UBURBAN building is on the increase. Now 
that big building is slowing up a bit, there 
should be a fresh boom in suburban homes. It is the 
natural thing. Man is a land animal. His nature 
craves a lawn to mow and water, a garden to hoe in, 
and a tree to sit under. Then, too, he is growing 
weary of top-notch rents for low-notch apartments. 
Every city—almost every town—has its suburbs. 
Plumbing and heating men who keep an eye on 
suburban building, and who are prepared to handle 
this kind of work with the least amount of fuss and 
flurry, can get contracts that ought to put profits in 
the bank. 
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If another man's success disturbs you it’s 
a sign you are on the wrong road. 


oo @ OO 


The Little Old Side Street 


HERE was once a noblewoman who, because 
of war, lost everything, and was forced to beg. 
She chose a side street, where there were few pas- 
sersby, and she spoke in a low voice. She said she 
didn’t want people to know that she needed money. 
She afterwards said that begging was not profitable. 
How like some plumbers. Those who say the 
plumbing business is going to the dogs —there’s 
nothing in it—they wish they could get out—are 
usually the ones who stick to the little old side 
streets, where there are few passersby. And they 
keep their voices low. That is to say, they don’t ad- 
vertise. They hesitate about letting people know 
they need work. 
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An optimist is one who believes that the 
brick was thrown at somebody else, but 
dodges it just the same. 
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Keeping a Close Check 


FEW days ago a manufacturers’ representative 

called on a jobber. “Nothing doing,” said the 
jobber. “We have a very large stock on hand.” And 
to prove that he knew what he was talking about, the 
jobber took the representative into the warehouse 
and showed him a tremendous stock piled high. 
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“Have you checked this stock against the orders 
now on your books?” asked the representative. 

“No, not exactly—that is to say, not carefully,” said 
the jobber. But, the truth is, he did check up, and, 
to his surprise, found he had only just about enough 
stock to fill orders. 

Moral: It pays to keep a close check. And this 
goes for everybody who carries a stock. 


Any man can succeed who makes up his 


mind to serve the public 


How Much to Spend? 
M°. men in business wonder how much they 


should spend for advertising. So much de- 
pends upon the business, the community, the condi- 
tions. From one and a half to three per cent of the 
gross business is regarded as about right for the 
average dealer. 

Advertising should be charged to the selling ex- 
pense. And when this is done, why not, when ad- 
vertising certain fixtures, allow a certain amount 
for each item? Thus, say, allow three dollars for 
the advertising of each hot water heater you expect 
to sell, five dollars for each washing machine, etc. 

Good will or general interest advertising might be 
included in the overhead. For general advertising is 
like an insurance policy. You must keep paying the 
premiums or it is worthless. That is, keeping at it 
is the backbone of all general interest, profit-paying 
advertising. 
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Cheap work at a low price may bring joy 
today, but it brings regret every day there 
after. 
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Time to Tune Up 


EATING men, attention! What are you doing 
H to impress home owners, apartment building 
owners, and other kinds of building owners that now 
is the time to tune up their heating plants for winter? 

You know now is the time. Owners know now is 
the time. But they need to be reminded. And heat- 
ing men are the men to do the reminding. That is 
your job. Remind the owners, spread your work, 
and make every month a busy month. 





274 DOMESTIC ENGINEERING August 11, 192 








. . . Dr J. T. Leonard 
Time > a 

Executive Secretary of 
the Recently Organ 
ized Georgia Trade 
Extension Bureau 
This Picture Was 
Taken at the State 
Convention of Georgia 
Master Plumbers, at 

Atlanta, April 30 





A Plumber Helper in Constantinople The One Man Motor Truck Is Popular in That Country 
This, However, Is an American Bathtub, Built to Suit Oriental Tastes 











M. Isbister, of Spokane, Wash., Is 

the Oldest Plumber in the State 

Who Is Actually at the Head of 

His Business M: Isbister Was 

Eighty-one Years of Age a Short 
Time Ago 





This Is William G. LeCompte, of Jenkins Bros., New 

York City, as He Looked on the Board Walk at 

Atlantic City, Twenty Years Ago. And He Does 

Not Look a Day Older Today. Perhaps He Will 
Tell Us the Name of the Lady 





Here Are Sam Fretz and George Cartwright Taming 

Alligators in Miami, Fla. Sam Fretz Is President of 

the S. S. Fretz, Jr., Co., of Philadelphia; and George Mr. and Mrs. Fred Harker ot 
Cartwright Is Sales Manager Kansas City, Mo 





Paul Berry, Second from the Left, Plumbing and Heating Deak 
of Selma, Ala., with Part of His Help. Second from the Right 
Newark, New Jersey, Delegates at the National Convention Is Mr. Brown of the N. O. Nelson Mfg. Co., Birmingham Office 
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PALLAS PLUMBING CO. 





Look to 


HIS story is not new. But it seems to fit. Once upon 

a time a shoemaker advised everybody to go well 

shod. That was good advice sut the shoemaker 
was so busy advising others, he forgot to practice hi 
preachment. And so, as you know, his own children went 
barefoot. 

That, in a way, has been the case with many plumbing 
and heating men They have been so busy telling others 
what to do that they forgot to do it themselves They 
talked sanitation, health, convenience and efficiency, but 
did the talking out of unsanitary, unhealthful, Inconve 
nient, inefficient shops 

The public has been taking the wood sanitary advices 
has been taking it out of unsanitary shop and that, if 


you stop to think about it, is the wonder of it all 


The best selling argument the best advertisement —i 


example. A sanitary, convenient, eflicient shop will say 


more to the public, will say it louder, and will say it with 


greater conviction, than any amount of talk that is just 
talk. And a well plumbed plumber’s home will do the 
same. William Bergner, of Granite City, Hlinoi now 
president of the Illinois Master Plumber Association 
realized the power of exam 

ple, when, a few years ago 

he built his new home He 

put into that home the best 

plumbing, the best fixtures 

everything he had _= advised 

people to put into their 

homes. His home is an exam 

ple for all other homes——-an 

example, if you please, for 


every plumber’s home 


And now comes the Dallas 
Plumbing Company, of Dallas 
Texas, and shows what a 


Sanitary, convenient, efficient 








e Men 


No, that not quite correct. The Dallas Company has set 
up two mark one for each of Mr. Dickerson beliefs 
One of these marks is in the amount of business done, and 
the other is in the arrangement of the shop for doing it 

hwo mark That sounds like an ‘Uncle Tom’s Cabin” 
poster, doesn't it? sut the two marks mean more than a 
trainload of posters, and more than a thousand million 
marks of the German variety 

You see, it is like this. Since example should begin at 
home, the Dallas Company has built and arranged and 
equipped a building which looks like an exhibit of sani 


tary work should look This attracts the public. Of course, 
it attract It couldn't do anything else. Then, by begin 
ning at the beginning, the company begins with its men 
If the men are right, the organization must be right And 
if the organization = is right, busine will flow in 
unobstructed 
HOW IT HAPPENED 
Ki, to tell the truth, it didn’t happen That 
W n't the way of business, or anything else Noth 
ing ever just happen There is a reason The man or 
the busine that ucceed 
that gets there that climbs 
into the space at the top——a 
pace that is never crowded 
had a plan or an idea, and 
then worked until that) plan 
or idea paid a hundred pet 
cent 
Mr. Dickerson started with 
the Dallas Plumbing Com 
pany, as an inside man, bacl 
in 1908 At that time Henry 
futcher was guiding the com 


pany’s course in a more oO! 


uneven way He wa 


less 


Plumbing establishment F what is a business organization composed? “getting by,’’ as we some 
should be. Clarence L.. Dick O Men! Just so Men! This being true, and time ay, but he was not 
erson, the head of the Dallas every last one of us knows that it is, it pays to first getting by’ with much In 
organization, believes that ex look to the men. 1912 Mr. Buteher died. Then 
ample, like charity should Men create organizations it Vil that Mr Dickerson 
begin at home He also be Organizations create customers took charge and commenced 
lieves in beginning at the be Customers create business to put his ideas into action 
ginning And, because of Business creates success. Mr. Dickerson's capital con 
these two beliefs, the Dalla And success is what every organization—large or isted largely of idea idea 
Company has set a mark for small—is looking for. So, then, let us look to the and the grit to work for them 


the Plumbing world to shoot at 


7 


men, that the men may better look to the success. 


to put them through 
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In his mind's eve ft ! vay off ) vhere in 
the future, he aw a model shop, warehouse, display room 
and office It cost nothing to see these o he kept on 
seeing them and thinking about them ind working for 


them 


Gradually the pieture in his mind eve began to take 
shape It was evolving It grew And at last his dream 
came truce not by wishing, but by working And so today 
in the city of Dall a big electric sign beckons the thirty 
thousand people who pa that way every twenty-four 
hour to stop, to loo} to ‘ i home of pl imbing that 


radiates everything plumbing i ipposed to do and doe 


do for the human family 


It is not mone that builds a suceessful busine No 
not money but idea idea and the rit, grind and 
gumption that puts them through. A man can have mone 
and lose it Rut ideas are never lost The mav get side 
tracked they may lie buried for a while but, if they 
are real, workable idea they will never die, and strange 


to say, the more the 
are battered around 


and cussed and di 


they become 


But let us go back 


to the Dallas Plumb 
ing Companys To 
quote the word at 


Mr. Dickerson: “Busi 


ne never fail It 
i men who fail 
Therefore, it pay to 


look to the men 
BULL DING 
THE HUMAN 
HLEMENT 
USINESS de 
pends 


ON 


upon 
ervice de 
And 
there, in eight word 

is the 


service; 


pends upon men 


essence of M1 
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that are before him He is made to believe he is enter 

a busine to be proud. of He is impressed with ¢ 
company and the way the company does business 


\ dressing 


ind toilet facilities, are 


room, with private lockers, shower bat 


provided for the men. Each mar 


each day, is given fresh bath towels, face towels and soa; 


Each man who works with tools has his own tool locker 


welfare of its men, and 
look out for 


looks out for the 


The company 


men, they 


iaving selected the right kind of 


the welfare of the company 
the ever 


That the ideals for which the company stands 


hining example of sanitation-—may not become rusty o 
cobwebby, a 
dust cour and wash He 

When he has 


tarts all over again. 


janitor does nothing the whole day long but 
cleans and cleans and clean 


been around the entire establishment, he 


If the object of all plumbing is cleanliness, which means 
health and you know it is—-then why not have clean 
plumbing places? Cleanliness is plumbing’s best ad 


IDEAL ARRANGE- 
MENT 


OT only is the 


home of the 
Plumbing 
kept 
perfectly 


Dallas 
Company clean 
but it is 


lighted, ventilated 


and heated The of 
fices, display rooms 
shop and warehouse 
have windows all 


around and skylights 
above. 
The aisles between 


the fittings cases and 


brass rooms. have 
unit lights every two 
feet 


The decorative 
scheme throughout 
floors, walls, ceilings, 


partitions is white 


Dickerson’s idea. And The Dallas Plambing Company Provides a Dressing Room, with Private The general impres 

there too ; the Lockers, Shower Baths and Toilet Facilities, for the Men. And Each sion backs up. the 
: ‘ Das Each Man is Given Fresh Bath Towels, Face Towels and Soap 

secret of the suece statement of a promi 


of the Dallas Plumb 

ing Company a secret all can take and put to work 
Service to the public an accurate, dependable service 
is what builds busine It has built a large volume for 

the Dallas Company, and it will build a large volume for 


any company any company that 1 not content to just 


and gives 
Dallas 
work 


talk service, but gives and give 


The volume of business done by the Company is 


made up of merchandising, and 
And the 


men 


contract repairing 


volume done is not surprising when we look to the 
highest 
called a 
their surround 
held 


being done 


From the youngest apprentice to the execu 


tive man in this organization can be “ren 


And 
think of the 


every 


tleman why not? Take a look at 


ings, ideas and ideals that are always 


before them, consider the cla of work that is 


These things stimulate self-respect, and self-respect is the 


first step in the making of a gentleman And, one can 
believe this or not just as one prefers but when the 
quality we brand as ‘‘gentle’’ enters into sales, installa 


tions and the like, it is sure to have a fine effect upon 


customers And whatever affects customer affects vol 
ume in business Don't forget that 
Each employe of the Dallas Company is chosen with 


care. He is made to feel that the position he is taking is 


to be a permanent one He is sold on the possibilities 


nent doctor, who, 


iffer being shown over the building, said: ‘‘Judged from 


the viewpoint of my profession, | grade you 100 per cent.” 

Every human being reacts to his surroundings. He 
can't help it 
the Dallas 


quality 


And so, such conditions as are provided by 


Company help to make quality men, who do 


work, and who take pride in doing it. 


Such ideals explain why the youngest employe, not 


counting the apprentices, has been with the company for 
Shannon, vice 


Dallas 


seven years. They explain why Andrew F. 


president, never worked for anyone but the 

Plumbing Company 
Such pride, as Mr. Dickerson’s ideals are sure to create, 

cannot stand for anything but the cleanest and best work 

And the service of clean, prompt, quality work is rewarded 

with profitable prices and public satisfaction. 

commission on any sali 


Thus, you 


The company pays the men a 


their work gives them an opportunity to make. 
see, every employe is a salesman. So, when a man goes 
out to fix a leaky pipe, for instance, he doesn’t just fix the 
pipe, shut his eyes to everything else, and go back to the 
shop for another job. No, indeed. He keeps his eyes open 
He sees what is needed, and he sells a new ball cock, or 4 
enamel cleaner, or a whatever the 


can of faucet, or 


customer ought to have. 
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A PERFECT ORGANIZATION 
ERFECT is a strong word Perhaps it is the wrong 


word. Perfection is pretty hard to find, and no 
doubt Mr. Dickerson and his associates have in their 
mind’s eyes other and higher ideals toward which they 


ire working. But the Dallas establishment, with its ar 
rangement and organization, is about as near the perfect 
mark as we are likely to find in the plumbing and heating 
vorlds 


The “ideal,” or 


‘close to perfection,’ or 
the Dallas establishment 


whatever one 
cares to call it, is found all over 

in the two display rooms, the private offices, the general 
office, the consulting and drafting room, the shop and the 
storerooms. 
to find it-—in the big fireproof warehouse. 

This warehouse, built at the rear of the main building, 
used in the 


It is also found where you would least expect 


has space for the fourteen trucks and cars 


Onto a large balcony is hoisted by electric 


with the least 
Under the balcony is a 


business. 


hoists, and stored amount of handling, a 


great amount of material. huge 
pipe rack supporting tons of pipe. It is very easy to trans 
fer materials from the trucks to the balcony or pipe rack, 
or from the balcony or pipe rack to the trucks 

The warehouse doesn't look like a junk shop, as some 
warehouses do. This particular warehouse, built by par 


ticular people, seems to have been constructed around 


cleanliness, air and light. 

The home of the Dallas Plumbing Company 
and interior— fairly shouts sanitation. And it 
ing the publie to understand the true meaning of plumb 


exterior 


is educat 


Making Paying Ways Pay 


N the first day of June last year F. G. Johnston and 
Carl A. Anderson joined hands in partnership at 
Lewistown, Now 


of only about 6,000 people, somewhere near the heart of 


Montana Lewistown is a town 


the Montana oil district, and surrounded by a_= good 
agricultural section, And another thing that is good 
tor Lewistown, plumbingly speaking, is this: Very few 


of the small towns for a radius of a hundred miles 
or so have plumbing shops. Johnson and Anderson 
knew these things, recog 
nized them, took advantage 
of them. They knew what 


they wanted to do and how 
they wanted to do it, for Mr. 
Johnston had been a plumb 
er for twenty-five years and 
Mr. Anderson had worked at 
heating almost as long. 


They have three hobbies, 


and these three hobbies are 
responsible for a successful 


first 





year. 
Hobby No. 1. 
work 
Hobby No. 2 
inviting showroom. 
Hobby No. 3. 
advertising 


Only good 


A clean and 


Plenty of 


They ride these hobbies 
all the time. Johnston and 
Anderson call the hobbies 


Our Paying Ways."’ These 


Ways pay——they always pay 


and they will pay any firm 
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talk, but 


example ro see a 


ing It is doing this not through loud through 


the most powerful of all educators 
place like that of the Dallas establishment is to know ata 
glance what plumbing can do for any home, office or shop 
health, 
the Dallas Plumbing Company looks the 
And so do the 


look as if they 


efficiency The home of 


part. It 


Sanitation, happiness 
‘belongs,’ 
as the Hairy Ape said men who man thi 
They look the part 
health-giving, 
They 


perfectly dressed for anything 


belonged 
They 


their desks at 


home They 


to a sanitary, happy, efficient industry 


drive Cadillac cars could rise from 


any time of day and be 


for luncheon at the finest restaurant or for the biggest 


kind of a big directors’ meeting 
organization One idea 


bright 


There are no false notes in this 


sanitation, and all that it mean shines with a 
ness that impresses every onlooker who comes near enough 


And 
an impression 


this brightness -this lasting 
builds 


largely from that little phrase, 


to look on impression 


and pays protits 


Look to the 


which business 


comes very 


men.’ For they are the cogs around which the busines 
revolves. 

A man high in the plumbing and heating worlds just 
paused to read “Look to the Men.’ After a moment's 
thought, he asked, “Why don't all companies do, in their 
own way, what the Dallas Plumbing Company is doing?” 

There is a question Who will answer it? Perhaps 
each company should be left to answer for itself All 
that the Dallas Company is doing pays It has proved 
that And since pay is what companies want, why not do 


the things that pay 


What Advanced Methods Have 
Done for a Firm in One Year 


and year out 


should boast 


religiously year in 
that 


that rides them 


Of all the industries in the world 


of cleanliness that should prove the value of) cleanti 

ness by practicing it and displaying it--is the industry 
we call plumbing 

This is what Johnson and Anderson believe, and they 

prove their belief by making cleanline their watch 

word 

Their showroom, though small, is clean Therefore 

it is attractive The same 

true of the show window 

and the display therein 

Passersby can see into thi 

window without ‘training 


their eves, 
The Johnston «& 


Anderson do a lot of adver 


firm of 
tising They don't advertise 
one week and then forget it 
They 
They 

And that 


make 


the next week adver 


regularly keep 
everlastingly at it 
is the only way to 
full value 


that 


advertising pay it 
They 


advertising is not 


remember, too, 


alesman 


ship So they follow up 
their advertising back it 
with personal calls and sale 


talks 


No wonder Johnston «& 


Anderson had a good first 
They 


ter econd 


year will have a bet 


year Ot course 








Tenth Session of the 





Schoolmaster and His Class 


This is a Very Lively Session. 
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New and Strange Plumbing Practices are D1s- 
Also Some Simple Methods Looking to a Saving of Work and Materials 


R. M. Starbuck 


aving could be made if they were to be connected 
Figs. 5, 7 and 9, so that one common waste and 

nt fitting could be used, with one common waste and 
common vent About the only other criticism we 
concerns the wash trays and fresh air inlet The 


the fresh 


house 


and 
the 


so constructed, evaporation of 


mer should have its vented 
let should be 


trap 


own trap, 


taken off a fitting on side 
When 


will be less, 


he main 


and cold air will be brought 


the seal, 


the trap seal 


lf directly upon thereby making freezing 


liable 
SUMP FOR RAIN WATER LEADERS 
Vancouver, B. C 


AVID ROSS, 
Fig. 2, which is so 


ived, that it deserves special attention In a 


submits a drawing 
others re 


letter ac 


much different from 





companying the drawing, he makes the following state 
concerning his work ‘A separate line for rain 
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ould be used disconnected by a concrete sun p 

th a back water valve to prevent inlet of sewage Out 
dea ij to do away with dry vents, if possible, d 
itilize them for the waste of minor fixtures We never 


use a disconnecting trap Every job is a ventilator for 


main sewer The drawing is made in compliance with 
the Vancouver, B. C., plumbing laws.” 
The use of a sump for the rain water leaders is a 
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method that has not previously been submitted to u tori and not provide the kitchen sink with any but 
ind we would very much like to have Mr. Ross write i wet vent 

a brief description of the benefits derived ize oft \ccording to the generally accepted practice, the lower 

imp, ete It will be noted that it dor not discharg: lavatory nd urinal on tack A and B at the only 

fixture On these tacks properly connected If, however 

two lay rie ind two urinals on the two upper floor 

are correctly connected Why not connect the two lower 


discussions and differences of opinion as these that make 
\ it up and think, and moreover, they help to keep 
1 from ettin into ruts and getting the idea that 
hods are the only correct ones. 


fixture in a like manner, and do away with the vertical 
—a ee W hall be more than interested to have Mr. Ro 
ys defend the work h has ubmitted It i just ich 


SIMPLICITY IN PLUMBING INSTALLATIONS 


PART of a drawings ent in by J ‘ Ko rts 
Fort Worth, Texas, is reproduced in Fi s. While 


everything about this work is aeecording to good plumb 


— 


ings practice, he has used far more piping than is nece 
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Fig. 3 


to a storm sewer, but directly into the house drain We 
know that many back water sewer valves do not. per y— J me 1h J 
form satisfactorily, and it is a question whether such = Sq 
a valve used, as shown, would or would not 

There are several things that we do not fully under 
stand, and we would thank Mr. Ross to give us his F 


\ \ 


arguments Why are the two stacks A and B used in 
stead of a single stack? Is stack B used also as a vent l fv 








ry 


J 


ly \ #3 u | we jeatnpahanienisansas iciocasoienaaa .. __lrgild — 


























e uy hi particularly noticeable in the bathroom 

a = stacl It will be noted that five vertical lines of pipe 

- id rise through the three floor whereas one soil stack and 
' ’ . 

= é i one vent stack are ufficient \ very essential feature 

f y in plumbing construction is to install the work in the 





| { V4 7 \ implest possible manner This not only make les 
“Ee 4 ] opportunity for defeet but also makes the cost far I 


_ _a«—«~ ind both are important point 





























Lo 
In Fig. 4 we how a part of the drawing submitted 
) () | by H. W. Bryant, Holly Spring Mi One criticism of 
i J Qi [ | tt work i that it 1 more complicate d than neces } 
r— ani - > pony : howing the me fault as Fi that i mo pipit 
Y { } v { |} ind more fittin than nece ury It is to be noted that 
— > on the tack t the left the lavatory nd urinal yn 
; —A the top floor connect into a double fitting, with a com 
mon vent out of the top of the fitting This could be 
Big. 4 done on the two lower floors, in the same manner iS 
everal of the other drawings show 
for the cellar water closet, and stack C as a vent fot Another criticism is that all of the water closet vent 
Water closet D? Judging from the drawing, the kitchen ind one of the lavatory vents are connected into the 
sink would be called a minor fixture, and the wash vent stack below the top of the fixture In case of 
trays a major fixture Is this so, and why the di toppage of one of these lead bends, the waste would 


tinction? Why carry the wash tray vent through four have in opportunity o flow through the vent connec 
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features that are 


and 


one 


lavatory 
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through 
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vented, and the other lavatory has a crown vent Both 
bath tub vents should rise above the fixture, and 
our opinion, the connection of a waste pipe from 


other fixture into a lead bend is not good practice 


SAVING TIME AND MATERIALS 


Hk work shown in Fig. 6 is part of the drawing 

ii submitted by Max Buehler, Lima, Ohio 

Just as in Fig. 1, this drawing shows the urinal and 
Water closet connected into stack A, which most of. th: 
drawings have shown provided with a separate stach 
The lavatories at the right hand are also connected wit}! 
tack A If the water closets had been connected into 
fittings on the main stack itself, it seems to us the work 
would have been simpler, with less fittings, and calling 
for less labor Trap B is unvented, but we presume 
this was simply an oversight 

Kk. V. Myers, Norwalk, Ohio, has sent us a drawing 
which is very creditable, and it appears in Fig. 7 

One of the good points is that continuous venting has 
been used throughout, even on the bathtubs 
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We have noticed that many of the best drawings show 
a generous use of continuous vents on all fixtures except 
the bathtub, and just why this is we do not quite know 

The connection at A should have been made at © 
As now made, the fixtures discharge into the main vent 
From appearances, we think this was an nnintentional 
mistake. Quite a saving could have been made, and the 
work done just as acceptably from a sanitary standpoint, 
if the connection at B had been made as in Fig. 8 In 
Fig. 7 the vent stack is carried clear down to the house 
drain below the cellar bottom, whereas considerable pipe 
would have been saved if the vent had returned into the 
waste stack, as shown in Fig. 8, and it is very likely 
we can easily believe, that on the actual work itself the 
connection would have been made as we suggest If that 
is so, it should be shown on the drawing in the same 
right way 

One criticism that we have to make of the original 


t 
‘ 


drawing of Fig. 7, is that there is nothing to ind! 


that common tees and crosses have not been use 
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that T-Ys 
little 


waste fittings We have no doubt, whatever, 


ind double fittings of this type were intended, but a 


more care in bringing this feature out clearly would re 
move all doubt, and would make the drawings so much 
better looking 

It is a very simple matter to indicate hubs on fittings 


and we wish that all who submit drawings would do this 
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The last drawing to be considered is shown in Fig. 9, 


N. ¥., S2@ this, 


subject of 


Monticello, 
of the 


been 


John V. Ennis, 


knowledge 


the work of 
too, shows a good plumbing 
The 
stack through a T-Y 
of pipe, fittings and labor 


urinal at D should have connected into the 


vent fitting, as in Fig. 7, saving a lot 


What we said about the connection at B in Fig. 7, and 
about running the vent stack clear down to the house 
drain, applies in exactly the same manner to the same 
connections in Fig. 9. The same waste of labor and mate 
rial occurs also in connection with the wash trays Whs 
not make these connections as in Fig. 10? The water 


closets should be vented, with the exception of the one 


on the top floor 
If there is any one point 
been clearly brought out in the criticisms of the corrected 


more than another that has 


drawings submitted on Fig. 94, it is the fact that in nearly 
every one of these drawings the work shown has called 
for too much pipe and too many fittings, and, as a natural 
consequence of this situation, the labor involved must 
certainly be larger than it should be 
DRAW AS YOU WOULD INSTALL 
pipe and fittings may produce what 


HE undue use of 
feo pass as strictly 
entirely wrong to make any 
cated than it There is not 


foul, and 
but if we are paying the bills for a lot more material 


sanitary work, and yet it is 


plumbing job more compli 


need be. only more pipe to 


become more joints to become defective and 


leak, 
and labor than is necessary, we come pretty near knowing 
that morally it is wrong 

So, let us see, hereafter in our work, whether we cannot 


simplify our plumbing, and also, let us put the work into 


the drawing just as we would construct it on the job itself 
As we have previously intimated, we suspect that in many 
work, with 


of these instances, if a man were installing the 


the pipe and fittings right in his hands and set up in front 
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with such a free hand as 


would not use them 


inclined to do in his drawing 


It is a simple thing pnd an inexpensive thing to run a 


but, if you are working 


a pencil 


lot of pipe on paper, w 


from that drawing, it) become a mighty expensive thing 


for omeons either the contractor or the customer to 
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me 

A se 

‘ig. 10 
actually install that unnece iry material on the job itself 
Drawing is an exceedingly serious pastime, and it is 
alWays necessary to put one best thought into it 





there was a man who wanted to sell his home 


He lettered a sign and tacked thi ign to the cor 


ner of the house Now he might have printed on 
the sign the word Kor Salk That would have been the 
usual thing But he didn't do that Ile was anxious to 
attract the limit of attention So, instead of doing the 
usual thing, he did the unusual On the sign he printed, 


Kor Sail.’ 


People stopped, smiled, and repeated the words to their 
neighbor 
Finally a oman, a bit more curious than the rest, asked, 
When is your house going to sail?" 
\ oon a omebody raise the wind,’ was the answer 
The moral of this advertising tory is this Do the 
unusual, for the unusual attracts attention A fresh epi 
gram, written every morning on a blackboard in front of 
the shop, is unusual Therefore, it: attracts And the 
attraction helps to make sale 
Try an epigram a day for several days and see if they 
attract Seven epigrams are printed in this place every 
week 
What that? Yes, the man sold his house And you 
can sell more plumbing and heating if you lift your busi 
ness out of a rut, and then keep it out 
Roads to happine and misery 
run close together 
. * * 
People too ick to work are 
often well enough to go fishing 
) * * . 
When vou get to the end of the 
rope tie a knot and hang on 
*. * * 
Sinner never hurry to collect 
their wage 
. * * 
The only cure for love is mar 
riage 
* * * 
Pretty girls don't believe that 
love is blind 
* * * 
A slow clock is easier to regu 


late than a fast voung man 














\ pr irv | pose is the protectior f 
\ ! busine If the sole purpo 
! | of » public, that certainly 


























! nd 1 on for affording a private rv 
Kr pon t pub cannot be the ground of 
privat tion o1 lit ut, whatever difference of oy 
on. thi ibiect, this court think 
! Mat Act perate and are intended to oj 
DUAL PROTECTION APPORDED BY TRADE-MARKS prof ion of the busine of the owner of the 
or tl protection against fraud 
Hk United States Circuit Court of Appe or | inf » hold t when a manufacturer sells an 
Circuit ivs that the courts have not authoritat rt fied b is name, he gives no implied permi 
ind finally determined whether a= trade-marl to | nt nvbody to do anything to that article which may 
primar led as 4 ecting tl trade-1 i vn ! its quali and still identify it by his 
isit or as protectis the public against imposition b ! t | t i trespa which alone is a suf! 
it inauthorized and improper use But th irt v { la n for 1 injunction Coty v. Prestonetts 
tur to think that, wl the purpose of tl le-M | 85 Federal Reporter, 501 
Th H A / Another Letter Used as an 
e u m a n PP e a Envelope Stuffer to Help Sales 
ERE is the second letter in a series of three mailed t izl i ) vith customers, increased good 
fo custome! by J I) Claypool, of Battle Creek \ I ile bound to happen 
Michigat The first letter was published last | econd tt full of what is called “human 
veek, and headed \ Vacation Sport xt weel Mhat to say, it appeals to the heart——to 
Vill bring the 1 lett which bears t t l t human side of men and women. Some dealers mays 
phoid Fev | doletter i sentimental bosh.’’ Writers 
\ vas explained, when t first letter v printed r to tl kind of tulf a ‘hokum All right, eall 
the erie on t a tin of course Wit mailed to imental bost ! hokum”™ or whatever you like 
° 
A Series of Three Letters — The Second Letter 
A Vue wh 
a t iy My a y i wing of their by 
lit e@ eV gw y a t gra y were enjoying the 
| ing prost t ) t g w y | ) and { irse, 
their very ow y had work 4 y Ww r pay t ght t 
wit reg arity pre t 
y a happy e a y w w é ying and 
rating a vent their y w * ga y 
t hand of ea a new i “ 1 ‘ t by their parents 
w al i reg ered t wi that he knew 
w exactly wi that mu eede t t w * getting shabby and too 
f re to wear t in | Et a I e W ' y to th tore and assist 
t selecti ut also added that g re expending he ney 
et t ik ¢t re ve 
Next evening, | and a wif ight hav t arrayed in the brand 
suit, prote i with his wife's apror They were w i E FINE, NEW KITCHEN SI It 
was all pie 1 g tening in il wy W t y ra quarter of a century 
t It wi eat i] and a netant 1 I y v 1 she There nothing 
we buy that r 3 mor ervi I re la i t ig rvi giving, health 
giving i pleasure-givi I fixture 
WHICH ONE MOST WISELY INVESTEI 
N. B Her xt inv will lik : . 
en fomers alot with their bills and statements Th But, the truth is, the great human publie likes this 
letters melted thp ic o to speak, and made custome rt of human appeal And what every dealer should 
feel that the charges for plumbing were not too high be interested in is what the public likes 
hh et baa {AY Yetters are sale builder They drop This second letter, as well as the first and third, did 
thoughts into the minds of customers, and these thought go0d service for J. D. Claypool If it served him well 
ure sure to” work around to sales Such thoughts do if hould erve other well 
nob’ RIWhye! work’ fust Usually they are rather slow Kach of the three letters was printed on letter heads 
tut thescworkoant they keep on working And so long it} duplicating machine Thus the expense was small 
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All Times and All Places 


on the farm or in town 


O matter where or when 

summer or winter a home is not a home without 
running water \nd to be a perfect home there 
must be hot water as well as cold. 

Running water calls for pipes——pipes that carry the 
water to where it is wanted when it is wanted 

Pipes call for fixtures bathtubs, showers, lavatories, 
closets, sinks, laundry tubs. 

And all of these call for the plumber -the man who has 
put real homes within the reach of everybody. 

A real home is one where health, comfort, convenience 
and happiness keep company with every member of the 
family. And, in these days of life and work, that can't 
happen without modern plumbing. 

Let us show you how easy it is to make a home all that 
a home should be It doesn’t cost mue h, and it will supply 
a family with health, comfort, convenience and happiness 


for years and years. 











About the Illustrations 


LINE from a letter by 1 W. Crowe, of Williamsport, Pa., reads 
A “T have been using: 5 r Advertising Editorials for the past few 


months with such wonderful results that [T am goin to use the cut 
from now on 

The Editorials can be used with vr without cuts, as you plea 
If you want to use the cut as does Mr. Crowe, and will use one a weel 
or twelve weeks, “Domestic Iengrineering will send them t you for 
» cents eact Otherwise the price will be 75 cents 

If you do not care to use illustratior vo ahead as you have been 
Kolins That is te each week clip an Editorial, add vour firm name 
ind addres at the botton ind put it into your regular newspaper 
space The Editorials bring results to all who use them 
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The Hardest 
Animal to Kill 


The human being is the hardest animal 

To kill. 

The reason we have come to 

Think of man as a weakling in physical 

Power is because he has abused 

His body. Yet the best evidence 

Of man’s tremendous resources is the 
fact 

That his body can stand this abuse 

He overeats, overworks, lives in stuffy 

Rooms, doesn't bathe often enough 


And then, In a sudden Crisis, with 


stands 
The shock of a major operation 
No other animal on earth 
Could do it. 
If man took half the care of his body 
That the average animal does, 
His effectiveness would be trebled 
And, when you come to think of it, 
The taking care of the body 
Is not a big job. 
Life is a bundle of habits tied 
L.oosely together. 
It's easy to get into the frequent exer 
cise 
Habit; also the sane eating habit 
The frequent bathing habit 
A Bath a Day— 
Is another easy habit to ac quire 


Try it—try ‘em all. 


TULA LLL 





The Power of Publicity 
— “nr tn . . ‘ mi mh ; ye i . ss ) a “eg 


Hardest Animal t Kill printed above rt 
hand the story to your | il editor for t 
reprint in } piper 

Hle will reprint it ire he vil Hle i lo 


for such filler is the ure ed 
People will read the torte Were ifter 
And you will see grow up in your community 
Breater Interest tt evervthin i ) ited vith 
plumbing, heati: ind 
These litth t ire not advertisir Ihe 
are tray bit f nfiormatior eral popular 
education 
Editorials 
If there is ne th u need ir bu 











Correcting Faulty Heat Distribution 


A Winter's Test Reveals the Need for New Piping 


Arrangement ina Greenhouse 1n a Cold Clrmate 


e 


By John K. Raymond 


it distribution of the kind 


A mentioned is a most ero 
defect 


Ij l hows a plan of the 
pin lavout The boiler j 


low enough to allow the heat 


} 


mains to come into 
‘? 
& e|| rreenhouse below the tloor 
R A { evel The main is” short 
| however, and the distributir 
branches run quickly to either 
de and connect into man 


fold tee on the ends of the 





& ; . = L rp coil Altogether there are 

eee ee ee | twenty-two lines of two-in 

eeee ee ae nit i } ting i] 

pipe in tthe heating Coll 
j i i Phese were figured ample 

j = ) 

dS. ib... Porro 4 enough to supply the needs 
radiation On a basis f 

blz 34 (ross Seetion of Greenhouse, Showtng Loention 
: : quare feet they figure out 
of Coils under Plant Benches A and B—New Flow 
Pinced Overhend Ole quare foot of radiation 
for every. three quare feet 
eh means that all the walls of the green 
} i h { ad la 
‘ It till believed that the amount of radiation provided 
] 

| below the ifficient The changes will be made in the piping di 
tion \s the coils have been installed, the low end 
| » boiler room and the high points at the exposed 
greenhouse Fig. 2 shows a cross section of 
nhouse and the location of the coils They are all 
1) | ! plant benehe In each case the upper pipes are 

d flow lin pitching up to the far end of the greenhou 

t | Phe lower pipe ire the returns, and they run in the same 








*Practicntly the Same as Flows and Just under Them 


bin. t Present Plow Connections, Returns not Shown, but are 


the flow, except, of course, that they mu 


hack to the boiler 
1 well enoug! CHANGES THAT WILL BE MADE 


} And in Hk? heating contractor on the job now has his inni: 
ential to the He | had previous experience with greenhouse wo 


trent fault nd state that the proposed changes are sure to proy 
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remedy The alteration will embrace the running of distribution of the cireulation Under tl first arrange 
verhead flow mains direct to the far end of the greet nent tl flow bran ont 1 to ) neat 
ouse first These will be connected into the high end the be r and thus tl 1 ’ ! itot \ »f ) 
t the coil and thus all the coils will become returns in through ten two-it ! for if re . 4 point 
flect The locations of these new flow mains are hown Where heat wa ost 1 ae 

t A and Bin Fig. 2 The heating contractor explains It is possible that even W new overhe ins will 
they will now also serve another good) purpose They be well covered, if need | Phe he mtractor i 
vill be placed so close to the eaves of the greenhouse ure that this will not be newe ary but, even if it should 
uuilding that they will render a highly desirable service prove to be the case t would mean only that the eave 
hrough melting away snow and ice in the eaves would lose the benetit of the thawit 

The new flow mains will be erected in the corners of the It might as well be stated that during the past winter, 
ereenhouse adjacent to the boiler room The tops of the When the trouble was discovered, the owner of the green 
pright pieces on these new flow mains at the ends near house attempted to cover parts of the coils at the botler 
he boiler room will now be the high points on the system end; vet this did not prove a practicabl irrangement 
In other words, from the high points near the boiler room Any attempt to cover part f tl ol would 1 i reduce 
the flow mains will piteh down slightly to the far end of tion of the required radiatit urfa It is admitted there 
the greenhouse, where they will then drop into the tops of is ample radiatir rt but that under 4 rran gee 
the coils Two automatic air valve Will be provided at ments it is impo ble to J » tl MeXpo | nd neat 
these high points, incidentally doing away with two air the boiler room from overheating 


reliefs Four automatic air valves were required on the 


Oils as first installed - , 
Whee eibevetion wilt vequiee some chances at both ona Desirable Sleeve for Steam Risers 


of the coils The coils at the far ends of the greenhouse 



















will need to be provided with a tapping, which will receive S a rule fire or build ilation red tha 
the two-inch drop branches from the overhead main Near Steam risers be coy { witl 0 k 1 of COVE 
to the boiler room the upper pipes in the coils will require Where the par thre h tloo Heat ontra 
light change so that all will run into the return main tors generally will, therefor rry sor | rhs of pipe 
\t present the lower pipe on the coils are connected to the sleeves in tock | | \ how el | ) 
return main, while the upper pipes are hooked up to the ample length o that it w nd thro rdinars 
flow At both ends of the coils, at any rate, the piping ceiling 
changes do not present much work The major part of the Steam heating men at Il aware rth 
- s = - r _ 
| 
Loose Sleeve dow) | 
/ th ah PY 
rough Hoo? | 
/ nt 
4 } é | 
| | | 
| 
\ \ ' 
\ \ | 
————— ———— SS —— eee eee —_— —— t = = 








Speaal short sleeve 
lo ht under branch) 
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Vig. t.—Desirable Sleeve for Steam Risers 

tallation will be in running the new overhead mains, the proper fitting of sleeve often sor Lith 

Vhich will be at least three inehe in size, With a four-inech culty When pipe lime rut traizht ¢ i 
tin flow from the boiler all is well and good he leeve is fitted into place and 
quickly cut off at the desired lengtl e top rim will 
THE OBJECT OF THE CHANGE then be in a number of p \ | roof snips and 

Hk principal object of this change is to bring the hot the separate eprment bent over ( to form a flan 

fest part of the flOWw a peedily as possible to the on the floor Phi hold the leeve in op both on tl 

ldest extremity of the greenhouse The test of the past floor above and at the ceilir belov 

eason has demonstrated that this is all that is required The difficulty come When there is) one x” mor tee 
lt will be remembered that the greenhouse was overheated branehe or other titting between t} bea In neh 
better Cust thre leeve must be cut awa oO much that it is dith 


tthe boiler end, and that the real requirement is a 
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Fig. 1 ) i 
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of it and have it sta leeve has, but it is only about three inche long 
tapers immediately at the upper end so as to fit accurat 
Bronx, Ne York ¢ ha he particular size of pipe These sleeves are made in 
ivored to solve the prob different pipe size ust as other sleeves are 
local eet met worker! When this heating contractor has an installation, wl 
} own purpo ) er ire branches in the risers between the beam 
} ting contractor in t nstructs his fitters to use the special sleeves at the ceili 
Vhen the pipe line is in place it is then easy enough 
pe of ised Phe make leeve for the upper part out of a plain piece of 
n ceilir belo is the ilvanized iron The upper part of the sleeve « 
I his « tractor ha it out, so as to fit around the branch, and the sles 
Vill fit properly over in be dropped into place easily and quickly and tae | 
d held in plac by two 1 ! need be The all-important part of having 
the t one end ceiling end of th er level in its place and held secure 
the o ! Thi hort omplished only through use of the specially de 
in it ist the ordinary rrangement 


“A Bath a Day Is Wuth Two a Week” 


“Specially When You're Tryin’ 





night hen J ! 
drop I bound f t} 
Th plumber na i 


gether and are goin’ t 


up a Bath a Day Campaign 
and are gettin’ ice That 
th’ why of th et i 
Jem put it He i also 
as how I ought t co t ne 
bein in old tin retired 

i well bei i warm 
advocate of tl oo dail 
bath 30 a in Innocent on 
looker I puts th’ hose i 
and trot ilong 

Th’ talkfest begins under 
th’ usual cloud of cheroot 
smoke Most of tl boy Wu 
primed with enthusiasm. But 
bein’ chuck full of ways and 
means for gatherin’ th’ dol 
lars from th’ unsuspectin 
public that’s one thing 
And havin’ th’ right attitudes 
toward customer! that’s 
nother. One by one, th’ boy 


Says Henry Homespun 


to Sell th’ Idea to th’ Public”’ 


“c AIN'T long on ot up and ladled out their schemes——how to adverti 
makin’ speech ow to sell, what, where and why. Not one of ’em jib 
iuse I'd ith th’ other ’'Tis then that Marty Graw, whose ‘lected 
I r sip nu la | f gavel pounder, raj for what order he can ! 
of ter when t ts it 
crowd in’t lookir I'm askin’ Hank Homespun to make a few remark 
on Beside I can't ivs Marty He’s got an unbiased slant on us men—-h 
In a | voi x is ground he ought to have somethin’ to say Con 
tremble when I men on, Hank,” 
tion th’ flag But Now then, modesty is kin to me ll hunt a scen 
du to Jem Milhol hiftin’ job to one of bein’ in th’ center of th’ ecaleiur 
land, I rung in But I was hooked and had to say somethin.’ So I did 
on a little speech to th’ easiest thing I knowed of I said jest what I thought 
{ hy Shovin’ my hands in 'mong th’ loose change, keys and 
\W p klin’ 4 ‘ ir coupons, I begins “Boys, a Saturday Night 
eentul plant last wades hub-deep in grief when he tries sellin’ his customer 
plumber n town a Bath a Day. A plumber who does that is like a bald 
| n ti it} headed man tryin’ to sell Hair Tonic. Th’ two don’t lool 








As I Saw Him 


IS frame was short and stocky, his face 
H round and smiley, his hair dark and scanty, 
his eyes blue and twinkly, his voice drawly and 
friendly, and comfortable, his 
nature honest and happy; on the porch, hat over 
eyes; off the porch, hat on back of head. 


his clothes plain 


He has money—made it in the plumbing and 
heating business—enough of it to keep the snow 
and Any day, before he 
shaves, he looks seventy; the day he shaves he 
looks forty-five 

He 
cigar; his children are safely married. 


out the sunshine in 


owns a homey home, loves his wife and 


This was Henry Homespun as I saw him—as 
many of his many friends said they saw him. May 


you see him the same way. 


OLE ANDER. 


well side by each. You're a 
in an honest bizness——don't 
try to sell th’ public som: 
thin’ you wouldn’t have 
yourself—'less it’s a coffir 
Keep faith with th’ ba 
er—-.”’ I halted to get n 
bearin’s and th’ silence that 
greeted me was loud. I could 


hear some of th’ boys thin 


in’—almost 

‘If I’m ast in on th’ ne 
meetin’, I’m goin’ to reque 
a risin’ vote-——-jest to I 
who’s practicin’ what tl 
plan on preachin’ Tha 
fair, ain’t it? I kalkul 
you boys’ll not stand up 
you mean it—’less th’ w 
mark is erased from yout 


Adam's apple bo 
I’m 


century plant 


So long, 
home to water t 
A daily bat} 


sooner,”’ 


goin’ 





make it bloom 

















_—Geo. Mehring and L. H. Prentice, of Chicago, 
secure patent on a radiator, 1895. 
Man 


movie 


first She 


ee ee 


sees wife time in ten years. was a 


fan, 


?2,—-President Warren G. Harding dies, 1923. 
Noah becomes the original wet (Date unknown). 
3,—J. Hokom, Los Angeles, secures contract on 


business building, 350 fixtures needed, 


1911. 
Eve comes home to Adam A. W. O. L., Year O. 
4.—John V. Wade elected plumbing inspector, in 
Knoxville, Tenn., 1911. 


Yesk stockings with roll tops now worn by steno- 


graphers, 1923. 


.—Chas. Hultgren, 

wrench, 1907. 

First non-leakable fountain pen invented, 1999. 
6.—First Atlantic cable laid, 1857. 


People in mourning wear black nightgowns, 


~~ 


Chicago, patents a chain 


1944 
7.—E. W. Blatchford starts to manufacture lead 
pipe in St. Louis, 1850. 
Child born in a Ford has no use for a rattle, 1923. 
8.—Edward crowned King of England, 1902. 


Hot that judgment is 
only thing women do not show, 1923. 


weather 


proves about the 


9.—-Frank Tower appointed plumbing inspector 


in Springfield, Mass., 1893. 


Inc rease in number of newly weds boosts sales of 


indigestion tablets, 1923. 


10.—M. J. Corboy, Chicago, contracts to install 
plumbing in John B. Kirk's home, 1885. 
Delilah which teaches us 
patronize women barbers (Date vague.) 
11.—Josiah Keene opens plumbing business in 
Providence, R. I. 1804. Now the Phillips 
Lead & Supply Co. 


trims Samson, 


never to 


First woman to keep a secret, 2000. 


'2,-P. Nacey, Chicago, contracts plumbing for 
Lake View High School, 1885. 
Street cars prohibit passengers from standing in 
aisles, 1997 
| 3. Jeffries trims Corbett, 1903. 
Lack of steam heat makes Garden of Eden uncom 


fortable, Year O. 


4. Panama C anal opens, 19 | 4. 


Daniel, first man to get by with a little lyin’ (Date 
uncertain.) 
, * 
).—Fulton’s steamboat runs, 1807. 


Sennet bathing girl wears woolen hose and is pro 


nounced crazy, 1923. 
!6.—Master Plumbers’ Association of Worcester, 
Mass., tests seven traps, 1885. 


Prohibition begins in Scotland, 


1956. 
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19, 


i) 
Nm 


30). 


31. 


~Peace Treaty between U. S. 


-Geo. L. 





First white child born in U. S., 1587. 
Enormous hairnet sales show that petting parties 
are still popular, 1923 
-. Baggot contracts for plumbing Union 
League Club, Chicago, 1885. 
Straitjacket first used on formal occasions, 1923 


W. Russell, Burlington, la., patents a pipe- 
hanger, 1911. 


Flappers can now talk an 


hour on ‘phone and say 
1920 


nothing, 
Sanitary Earthenware Specialty Co., Trenton, 
buys Bell Pottery Co.'s East Columbus, O., 
plant, 1911. 
Muzzle invented for barbers, 
J. J. Wade, Chicago, contracts plumbing of 
The Fair, 1885. 


Wet grounds prevent baseball from being played in 
Noah’s time (Date unknown.) 


1950 


Shelbyville, Ind., waterworks begun by J. B 
Martindale of Indianapolis, 1885. 


Misteltoe, like leap year, becomes unnec essary, 1923 


and Germany, 


1921. 
\meri an and Mexi an woman hold roping mate h 
Name of man not known, 1920. 


M. H. Whealin, pioneer Philadelphia plumber, 
dies in 75th year, 1907. 


Man proposes to girl wearing galoshes, thus prov 
ing that love is blind, 1922 


Smithsonian Institution opened, 1846. 
Men's 1923 Hip pocket 


omitted 


fashions along sober lines. 


—Julius Caesar invades Britain, 55 B. C. 


Paper suits become stylish, and fathers wear comic 


1940. 


sheets to amuse offspring, 


Wm. Vanderman, Willimantic, Conn., patents 
a hot water boiler, 1893. 
\meri an men borrow lap custom of removing shoes 
before entering home at night, 1915. 
Brucker moves plumbing business to 
77 South St., Utica, N. Y., 1893. 


\ chorus 


girl refuses to sue for breach of promise, 
1963 


Cleopatra, queen of Egypt, commits suicide, 


30, B.C. 

Pat. Pending now best known individual in world, 
1923 

Chas. J. Herbert, of Chicago, contracts for 
plumbing on John Suter's flat 
building, 1885. 


Kh yyam pinched for having A jug of wine 
underneath a bough, 1923 


World War ends, 1921 


Many men who need a rest will now quit golf and 
1923 


and _ store 


Omar 


tend to business, 





Harnessing the 
es Telephone 





the Job? Have Your Stenog 
rapher Harness it to a Card 
File and Make it Work It 
Should Be Considered a Part 
of Your Working Force the 


Same as a Journeyman or a 


Superintendent or 


rapher If You 


a Stenog- 
Had a Man 


Who Could Go Over 


and Cal! 


on Mrs. Jones, the Other Side 
of Town,'and Talk with Her 
About the Bath a Day Move- 
ment, and Get Bac k to the 


Office in Four Minutes, You | iy yl 
Would Think He Was Some ' fs / 2 \ 
Salesman. Mr. Telephone Fre 
quently Beats That Record 
This Story Tells How it is Done 














Heat ‘ dd deal of 7 rsation t t ‘ to vhere the old conversation left off and where the me 
nary master plumber {! And conversation should begin Phis list might comprise a li 
! t t muld be harne ! ord of the property owner in vour vicinity, also a list of 
( nh reporter Ir past customer Mach card should have a complet 
kit ! nes n wing thi but hie record of what work you have done for each one, and 
rl ir n offices ft naturall ha to t k part of possible What thev are likely to need Kach conversation 
{ ! " t vell do it) in mstructive hould, of course, be dated \ list of property owner 
t! ventilator he aver nay be procured from the tax assessor's office In smaller 
1 mversation in him or her towns the telephone directory could be used and name 
( 1 t | it to } il rol it could be elected for your list 
Good telephor rn ! he is a positive busi \fter a new girl has become familiar with the routin 
boundless And t to know becan he ha of the offlee and the list is properly compiled, it would 1 
| dee | toy our telephone rent, an vell to observe just how she handles the telephone con 
! it If vou do thi it will pa versation There isa right way, which almost any intell 
fold for its } | gent girl will be able to discover for herself with a litt 
Almost ever te | ! er irl in his offlee who practice but there is also a wrong way, and the wror 
I t ! worl I not Will not get many ile no matter how carefully tl 
rm vation f onthe rk, but also a ple ire to ecard list is prepared 
l up irious prosp t tor ! and have a pleasant Any intelligent girl would, of course, know better than 
tion wit then ‘ Hlupa customer and say, “Good morning, Mrs. Jone 
If vou do not ‘ i lady in the offlee, our vour \ would like to sell you a bathtub.” That would be 
reporter } ! ! get ome ind the 1 ll wrong As a matter of fact, Mr Jones does not want 
) t! telephone will alone mor to buy a bathtub It is what she will get out of ¢) 
than pay her ! bathtub that interests her good health, comfort, pride 
Of course, t re ! va in Which it should be done refined living These are the things to sell her, and whet 
nd there are w in wl h it should not be done An these are old he will be very willing to talk abo 
! nt rl ’ ! very much instruction after bathtub 
become acquainted ith the wavs of the office and It may seem ridiculous to vou that any girl would 
now 1 trap wher | os one But, for the beme up anvone in that way, but the fact that it has been dor 
fit of those who 1 ht do it the wrong way, we are ivins proof that it may occur again There are various kil 
ere a few ide gathered from actual experience by the of openings for conversations besides saving, “We wou 
ut 0 ! hy tioned like to have you buy a bathtub.” Hlere are just a t 
l tion 


GETTING THE RIGHT START 
t of the | THE RIGHT TELEPHONE TALKS 


Lit etal 
have t moarranged on et of cards in alphabetical ' he might say, for instance Hiow do you like 


people you want to call up and 


Whet mu oha 1 conversation with a prospectis bathroom equipment that we installed last May? 1 

‘ er, have that custome ecard before you, and when itisfactoryv in every way?" Here i another opentt 

conversation finished, write on the card the charac We were just wondering if vou knew about the advar 

ter of the conversation oO you will not repeat yourself ment we are making in the installation of heating equ 

the next time you call up You can also tell by this mean ment that not only gives more heat but also conserves f 
INR 
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We thought vou might like to know abo t Ever ! 
vho is Interested in ho ! mo t ! | 1 rt 
t Mr the proprietor " " | t co ‘ 
ervation of fuel alor t} the t hye ) ! | if ft ! t 
igh school before the home ecor It " 1 I ti t 
nterested, we would be glad to exp ttove ‘ { not f 
If vou are acquainted with any of t famiil it { ! t 
lye well to make the conversation re oor dl on ! t 
king, incidentally, if there is anyvthis in tl plumbir t ki 
and heating line vou can ive them ar information al it ' 1 \ 
As a practical illustration, ons idle { Tr mVver no t 
tion was taken down in shorthand a ) t ‘ 0 | () ! 
oung lady in the plumbing office was | ral to say ) 
(ood morning Mi King! Il the » by ‘ ) 
ing Co Y 
“T was wondering whether vou were keepir in touel t | 
with the activity in various club cirel ih t il I Dor 
public comfort tation better plunmibit nal » fort) mrad ‘ 
We thought vou would be one of the wor n ho I | ( 
to know thout it if vou are not now ive] mir t { ’ 
with the movement rd rit 
Ye that right, the Bath t Day ovement Ihe { | 
‘ ! ! ' | 
No, the Bath a Dav movement w not tarted b do ome “oOo t \] | 
plumber, It wa tarted 
in 1920 by a magazine apenas 
7 W7rs Joshva Nina l edy yer N ¢ 
called ‘Domestic Engi . . ' 
12 Wallapowmt Place. Hesidence Ownmet t / Y 
neering : - - 7 a 7 
‘ , Lentd 6, i ‘ofeee Filta. bath: tage hie eot Ah 0a fF 6 OM a1 hey Ly 
¥e indeed AL Maw ‘or, Poe a Gens its os ye Bea yirdey i 
I J j A 
Yes, and the Parent Aug 2 Phenid br sheftortrewe A rosea Ul s'aoned 6 C4 J fedan 
Peachers’ \ oclation “ / OQ Cntdcstd masa) =< —_— ee ee bigs 
isnalso actively engaged | e — / V4 A >, 
in popularizing thie } - bin onan if B= 
Bath a Day movement 
and have recommended I sis 
that The Story of the } - 
tath’ be used as one 
} - 
of the text-book in 
the sehools.”’ —_—— 
“Well, Lam glad of — 
that, Mr King lam This is the Type of Card That is Sometimes teed Althounh There Are 
Various Other Ways of Keeping the List of Names of Prospects it it is 
glad you feel that way 
Desired to Keep the Records in Ty pewritten Porm, a Loose Leal Student 
about if We are pu h BReok Micht Me teed Phe Cards, in’ nan Small Wooden Bos Pile with 
ing the Bath a Day and Alphabetient Indes, Mas Be Poucht at Ans Stationers Store 
The Story of the Bath’ 
all we can, and right along that ime dine, here i ome ( ‘ | 
thing else that might be interes j to vou \W ure yl I tis 
forming bathroom clubs in tl community for the benefit { 
of those who think thev cannot ifford modern bathroom pl net i ) 
quipment and for the benefit of tho vho would like to nthe most ! t 
have de luxe equipment at a moderate price It is on be tactful also \1 
nized on the principle that twenty-five people can do hae bili to , 
more tovether than any one of them can do alone hor 
Instance if Wwe can get twenty-five » filt people who ( ! 
vant bathrooms equipped, we can order material in large tor t ! ' P 
quantitie We ! ave on pipe eutti ind many of the it ! { at mt it 
perations that are neces ir And the ivin we make prtraonee riy ! 
nh this wav, we turu baek to those ho order the bathroom phonis } ! It f 
itipment to pay them tor co-operatit Vith ou It i lart it 
ot only better for u but mone for them ote ol 
TTH 1, it ‘ 
TAKE ADVANTAGE OF OPPORTUNERY dred is ; : ; 
N another conversation, the youn had Vas heard to yy tj 
ay “Good morning NI Jones! We were driving It ou rut iD I 
past vour house vesterdasy When one of the party re Don t ! rin it 
arked, “What a beautiful home! But they say the probabilit ) ( how to { 





Legal Questionnaire 


In a Case Where We Have Agreed That the Architect Shall Decide the Final 
Date of Completion of Contract, Are We Bound by His Decision When 


It is Erroneous? ~This Question is Answered ina Most Thorough Manner* 


By ‘‘The Judge”’ 


Where Architect Has Authority, by Agreement, to De- finished until a date later than that decided by the archi 


termine Date of Completion, His Decision Must tect. for the agreement states that the decision of the 
Be Based on His Own Best Judgment architect shall be binding tut in order to make the 
decision of the architect binding, it must be his own 
Editor, “Domestic Engineering” In a contract which decision He must exercise his own judgment on. the 
my firm has with a general contractor on a city job, it facts known to him, and cannot rely on some other per 
provided that “..the work is to be brought to entire on's judgment 
completion within thirteen months, that i before June \ a court ha aid The finding of the arehitect 
19, 1923 Entire completion as herein used, shall be ¢annot be impeached merely because he was careless 
construed to mean the completion of all the work as in his inspection, or mistaken in his conclusion, — Hi: 
called for by these specifications and the contract exe judgment may have been wrong, and a more careful 
cuted in accordance herewith, and the date when such 9 gyamination might have disclosed his error As long 
completion takes place shall be decided by the Architect.”.0 4g je acts fairly and in good faith, ix, not the victim 
The Architect decided that the work was completed on of the fraud of others, and exercises his own honest judg- 
June 2, 1923, but as a matter of fact the work was not ment, the finding or decision is binding.” 
completed until June 8, 1923, the Architect now admits In the same case just quoted the Court said: “The 
is he was misled on the facts by reports from the city’s master does not expressly find that the architect acted in 
inspector, and did not make a personal investigation. If pad faith, but does find that he failed to make any 
the work was completed as decided by the Architect, ‘xamination or inspection of the electrical, heating, ven 
on June 2, 1923, my firm has lost its rights to join’ ¢tijating and plumbing work on the building, although 
with the other sub-contractors in a suit on the bond the inspection of this work was a part of his duty; 
given by the general contractor who has gone into that he failed to exercise any judgment in passing on 


bankruptey, as we did not file our claim of lien within this work, in making the decision required of him, and 


the time required by the statute If the actual date did not, so far as any inspection of his own was con 
of completion controls, then we did tile our claim of cerned, or performed under his direction, take this work 
lien within the time required by law and have a valid into account in deciding that this work was completed 
claim on the certain date Hie relied entirely on the report 
In a case of this kind, where we have agreed that of the chief clerk that the inspectors appointed by the 
the architect hall decide the final date of completion, city were satisfied with this part of the work The par 
are we bound by his decision which was erroneous as a ties were entitled to the best judgment of the architect 
matter of fact”? based on his own inspecion of the progress of the work 
Massachusett cE. F. C They were to be bound by his decision and not by the de 
cision of the inspectors employed by the city He could 
Answer While your facts are not given in much if course, rely on his assistants acting under his direc 
detail, I do not believe that you are bound by the de tion in determining the date when the contract was fin 
cision of the architect as to final completion, as you state ished The determination of the architeet may be 
the situation ivoided where the mistake is one which shows that he 
Kven if the board or department of the citv, which wa misled, and so far misapprehended the case that 
had charge of the public work in question, voted to he failed to exercise his judgment upon it If the ventila 
accept the completed construction as of the date de ting, plumbing, heating and electrical work done upon 
cided upon by the architect, that would not affect vour the building were never in fact inspected by the archi 
case unless the architect exercised his own honest judg tect, and did not enter into his decision, and the inspec 
ment in passing upon the question tion of this work was left entirely to city employes, and 
If the architect relied upon the supervision of the he considered this inspection work as outside of hi 
completion of the last items of work by certain § city duty, then he did not exercise his honest judgment in 
inspectors, and their reports to him, it could not be held passing upon the question and in deciding that the work 
that he had exercised his own honest judgment as to the was completed on a certain date 
facts Where parties leave such matters to the de “The heating and other work which were a part of 
cision of the architect, by agreement, they are bound the contract, should have been passed upon by him be 
by his decision, if he acted in good faith and used his fore deciding the date of completion of the entire work 
best judgment, and his decision would be final This The decision was not the decision of the architect; it 
would be so even if the work, as in your case, was not was not such a decision as would bind the parties The 
architect was misled and so far misapprehended_ the 
‘Every Effort ts made to the End that these Answers may case that he failed to exercise his judgment upon it.” 
bee ithoritative However, we cannot assume any Respon -_ A s 
bility because of the Very Nature of the Service, which is From the above decision it appears that if the archi 
rendered without a personal interview Editor tect actually exercises his judgment, and there is no 
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vidence of fraud or bad faith, the parties are bound 
by his decision On the other hand, if the architeet 
takes somebody else's word for the facts, it i held 


that his decision is not in fact his own decision, and 
the parties are not bound by it 
Although not exactly similar, in another clas of 


cases involving architects, the final acceptance of work 





by the architect: will not bind the parties or be a de AN OLD TIMER 
fence to the contractor Kor instanes Where a con remember when a bathroom wasn't classy un the 
tractor builds the mason work for the walls of a garage vatory 4 and tub were ornamented with hand painted 
and is negligent in mixing conerete and mortar and paren Ss. lL. B., Peoria, it 
the walls collapse after the architect has issued his final SAFETY FIRST SONGS 
certificate, the owner may successfully sue the contractor Ig nao her 
for the damage caused by the collapse of the walls on f man 
the ground that he was negligent and that his negli honaght he would 
gence caused harm to the owner In such a Case the Skid, but di rm \ eee 
negligence as far as the architect is concerned, must 
be such as would not appear upon a reasonable inspec sh ' ‘ys a teakettl ! it's 
tion, and it must also appear that the walls would not % ; isa Se 
have fallen because of faulty plans on the part of) the 
architect The point in such a case i that the final Hk WAS SO IGNORANT 
certificate of completion from the architeet is based on me ce ht Tb. B. meant consur pes: 
facts which the architect did not) know, namely, that ee isticacidles Ane 
the contractor had been negligent in hi work on a HE WAS HIRED 
part of the wall which did not appear upon inspection | (to app t for a job) But T can't use you. What 
In other words, the decision of the architeet was not my plumbing and heating busing 

Any | ‘ ! l t dt Yo 


based upon the actual facts in the case; the architeet had 


not exercised his judgment upon such actual fact 


Thus in your case, you were entitled to have the de rte d-fashioned boy who used to pile the wood in the 
cision of the architect on all the fact If he passed a ; = ashen a eA n at ome she 
part of the facts along to some other person, for deci > _ “ 
sion, you would have a right to claim that you had not BACK TO READING 
received the decision of the architeet, that you had a right i tL. Bowman, Educational Director of the National Trade 
to his decision, and that vou were not bound by a de xtel n Bureau, the man you will meet in apprenticeship 
cision which was partly the decision of persons other ss 
than the architect . — 

The water system of Loveland, Colo., is to be enlarged 
and repaired at a cost of $150,000 

W. L. Lyon, of the Southwestern Retail Bureau, Dodge 
City, Kan., has started a movement to build a municipal 
swimming pool at Dodge City, and has offered $100 to 
be used towards the construction of pool Several other 
cities of the Seventh District have recently built pools, or : a en ee eS ee 
are raising funds for them Garden City and Meade ; cio tiva Odes, Wert am eliiavkoceratsthentae-ne ih: 
Kan,, near Dodge City, both have serviceable natatorium nd, plans out what he wants to do, and then does It. He 1 

i! cere ind very likable ind will wo far with any 
ndertake BOMERGO 


What’s Wrong in This Picture 


THE REAL HITCH 
A (ConLD HOWRER IN TH MORNING IS WONDEREUL 
rel YOu USUALLY HAVE TO GET OUT OF BED TO 





A) TAKE IT I. M., New York City 
mJ UNLUCKY 
pny Loew lor the land o' Goshen, Liz! Git that can o’ benzine 
v from the fire!” 
>| iz What's tl matter, Ler Gettin iperstit 


THE STORY OF BOMEBO 
Chapter NANTV 








} Is wl d Bombo's breath came in short pant 
Itt } ‘) plied t) nformer but } i 
‘ v he 
‘ wk tol rl le I understand ritir i lif 
tor ‘ hi | 
It thi time youn Rombo had eized hi hat rnd vithout 
uitir t hear more dashed out He hailed a taxi Which 
| reined up and rushed him hurriedly to the tation Hle was 
} | just in time to catch the midnight train for Chicago As he 
\ \ it int the chair in the echair-cear he breathed a sikh of 
relief At last he was on the right tracl 
. { (To be Continued.) 
l LS 








Vhy is it that firelight always makes us think of the past 
Turn to Page 321 and Read the Answer ind moonlight of the future? OLE ANDER 














VU: TIONS © ANSWERS? 


















| s a clearing house for ideas and i pen to every reader of “Domestic Engineering.” Problems sent in are 
) earliest possible moment by “Domestic Engir ig” and this department can be made more valuable if readers 
lp the man who needs assistance Read the questions and answers If you have had similar problems, or know 
| from experience how the faults can hesitate to send in your comment or criticism. It will be some satisfaction 
to y to know 1 have helpe tsman and a pleasure for us to pass on the data. ‘Every man owes some of 
|} his time to the g of the ; h he belongs.” 
= ‘ ; - ‘ : 








RANGE CIRCULATION UNSATESEACTORY BECAUSI top of a loop and so it stays in the coil till it boils. Then 
INSTALLED CONTRARY TO NATURAL LAWS fean i formed, Which makes hammering — nois¢ 
juently 
Editor Domestic Engineerit Wil please let Your best plan, which is the safest and most satisfac 
me know what the trouble wit the hot ‘ layout tory, is to set the boiler up alongside of the range and 
shown in Fig. 1?) Why ill it not cirenulate tisfaectorily connect it in the usual way Let the furnace coil deliver 
im the ummer mont when t furnace not in use into le tapping of boiler and the range coil outlet deliver 
or in other word when the nie ised " | into top of range boiler Then your troubles should be 
party dor not want the hot water tank no the kiteher all over. We advise against installations of the kind shown 
in Fig. 1 

| | PLUMBER TACKLES HYDRAULIC) ENGINEERING 

|| PROBLEM 
Editor “Domestic Engineering” Fig. 1 is a sketch 


which I tried to make as plain as I could, so you would 




















. vet omy meaning If you can help me out on this proposi 
tion, | would appreciate it very much The water main 
in Fig. 1, is for the water system in a hospital for the 

| insane It is two miles long and has a fall of about 20 
, feet in the two miles, by gravity I am anxious to learn 
y ~ | | , ; ; 2 
: 1 the most practical method of installing it 
; -: 4 b >| | | a 3 : . ‘ 
rie i. || The main water pipe at present is 4-inch cast iron pipe, 
WW ape , y| | | except where it crosses the river. At this point it is 4-inch 
71 crew threaded pipe. This pipe does not give satisfactory 
H H ervice, because it does not carry the full capacity of 
eS EF a water that the size should carry. Leaks in the pipe that 
‘ i Tt ¢ 4 ¢ 4 jf y : 
_ ab + is submerged in the river are probably responsible for this 
, i Vy /- “ we : : 
ve 7 x war dd - defect rhe present requirements are to relay the line and 
- e > 
_— > 2 P > : ‘ , 
| use 6-inch pipe instead of 4-inch pipe Where the water 
| ain crosses the river it is to be submerged in the sand 
| 
at least 3 ft.; and, if necessary, it should be guyed or 
] 
44 7 al f 
a 
| Q y a : / , 
« 7 4 ~ . t@eft 
| + 2 r , / 
} er - , “(P< 
| : , et r : 
: . = 
4 ro ; ” ‘ 
i o 4 4 e . 
es Pf th ‘PAR B - $ Lease eo 7, 7 O/AOC th wrougpl 
sf c 737 
Fig. I Fig. 1 
if it is possible to handle it the way I have drawn it o1 braced in some manner The braces or guys are not to be 
the sketch Please tell us what can be done to overcome visible either above the bed of the river or on the surfac: 
the poor circulation of the ground on the banks The sand under the river i 
Wisconsin C. E not fully quicksand, but of a boggy nature; or, rather 
when it is worked around it becomes boggy. 
The range in Fig. 1 is connected up contrary to natural Now, | would like to ask your advice as to the be 
laws and consequently cannot work right method of supporting the water main in the bed of th: 
Hot water in range coil cannot descend to boiler in river to take care of the end pull at the joints where t} 
basement The tendency of hot water is to stay at the cast iron pipe and the serew-threaded pipe are joine 


x)? 
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I would also like to know the most practical method of 


arning and calking lead joints, and any other informa 


tion about laying this pipe that you may present 


Oklahoma. L. § 

Your problem is to install the new pipe tight, then 
anchor it so it will stay tight It seems easy when put jin 
these few words But actually to do the work is rather 


difficult for a plumber who is not equipped with the proper 





we 
va “~ 
i ame. 8 a 2 
7 ‘ > 
t <4 7 7 < 
‘ 7 
‘A 7 4é 


=, fo , ‘ 
hepa “y — rO4Sd er 
re’ la: ie, = « an A 
ui— LI 4/; ‘get a 
a F- <r 5 
i 2 ° \ ~ 
r A v 
Ca@s/ - 7 OM Mh-cight? 
huh Calhed wrouwghl jon 
fe casl iron wns ¢ 
Fig. 2 
appliances and has not had experience in hydraulic 
engineering work in quicksand 
We can readily see that the yielding nature of the 


quicksand under the river would allow the pipe to settle 


down deeper and deeper as the months go by until it 
ultimately pulls out of the cast iron line and thus cause 
leakage which might not show. 

The leak from the main could easily follow the pipe 
line trench and boil up throngh the quicksand and into 


the river without being visible from shore. 
Studying the 


Which must come into play in an installation of this char 


important feature of forces and strains 


acter we suggest that the wronght iron line under river 
be laid bow shape and securely anchored at each end, 
( ( ¢ 17P¢ / 
’ 
- 7 7 





( Va 177 p back 
oS 
ig. 3 


EIDOk 


Fig. 2. it forms inverted 


arch, or cable, the weight of which is not much because the 


ubstantially as in really an 


pipe is submerged in water. The actual weight to be hung 
is only the difference between the weight of the iron and 
what an equal volume of water would weigh. The weight 
of the inside the 
counterbalanced the 


as it 1s 


the 


water nothing, 


of 


pipe means 


by actual displacement pipe 


in water. 


Fig. 2 A is laid out on the supposition that the ground 
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at each end of the wrought iron pipe i lid enough to 
resist the pull of the pipe 

The concrete anchor blocks may be, say, 4 feet square 
by about 2 feet thick The 6-inch pipe runs through it 
The obtuse elbow screwed on end of pipe bear hard 
against a fishplate or large washer between it and the 
concrete. Then the pipe should be held fast It will be 
hung, so to speak, from these two anchors and cannot sag 
into the quicksand 

Should the ground be iltv where the wrought iron 
pipe joints the cast pipe the cement anchor block 
may be set further up the line in solid ground and the 
tie rod used to hold up the line as at B, Fig. 2 

Fig. 3 is a detail showing how these tie rods may be 
set. An eve is welded on the bottom end of each rod It 
lies in between the clamps, which are bolted around the 
wrought iron pipe back of the elbows, or couplings, as the 
case may be The tie rod are drawn up tight after the 
cement-concrete has set Then the connections may be 
made between the wrought iron and the cast iron pipe 
at both ends At one end a double hub is ecalked in, and 
at the other an ordinary hub of the cast iron line is calked 


The Story of Sanitary Pottery 
in Pictures 





Removing the Impurities 
The clay, having been brought to a liquid state, is then run 
from the blunger through a screening device known as the 


lawn. The lawn is a fine brass screen which is vibrated 
rapidly and removes any foreign substance from the clay 
which passes through it. 

Even though the clay is prepared carefully at the mine, im 
purities are likely to get into it and be carried to the pottery. 
It is most important that these impurities be eliminated if 
possible, but in spite of extreme precautions, it cannot always 
be done and the impurities cause defects in the finished ware 
and loss to the manufacturer. 

The clay passing through the lawn enters an agitator 
which is a large compartment under the blunger where it 
is again thoroughly stirred by revolving paddles similar to 
those used in the blunger. 

Picture No. 5 will be published next week. 











In sending draft for 
shipment of goods to 
foreign countries be sure 
to attach a consular in- 
voice. 

All shipments of 


plumbing goods to for- 
eign countries should be 





complete. 


Duty on nickel ware 
exports is charged on the 
gross weight. If other 
material is included, the 
charge is on the net 
weight, which makes a 
difference of from $2 to 
$3 per box. 

American standards of 


threads are not suitable . 
for most foreign coun- Ore nee 





tries. 


Rl 


Big banks will give ex- 
port information free of 








charge. A View of a Foreign Display Room Where Plumbing Fixtures of American Make Are Sold 


ood Fields in Other Lands 


HILE there are good and bad By Frank Wall an importer of foreign plumbing 


risks among foreign buycrs of - goods would hold off payment. 
American plumbing goods, “Tt frequently happens,’ said Mr 
ist as there are in this country, many Love, “that the American manufac 
foreign buyer are classed as bad From an Interview with turer ships the goods and sends the 
redit risks by American manufactur draft without any consular invoice at 
ers, when the fault really rests with tached This prevents the importer 


from getting the goods, and, under 


the latter, according ( k H Love, F H I 
hose circumstances, he can searcely be 


head of the plumbing fixtures export 


house of F. H. Love & Co., located in blamed for refusing to pay the draft 

New York Cits “In most cases the foreign buyer is 
As a matter of fact, Mr. Love thinks that if there Is any both able and willing to take care of any obligations he 

difference between the standing of buyers in the domestic may have incurred, but he isn’t going to pay out cash and 
irket in this country and importers abroad, the balance vet nothing for it. And the American manufacturer, when 

( of the latter It is not uncommon here for he realizes the facts of the case, will not blame him for 

uurneyman plumbers to set up “on a shoestring a tl attitude 

phrase 0 and order a lot of plumbing fixture on credit 

Frequ ! obber is played off against another, and POSSIBILITIES OF FOREIGN MARKETS 


heir eagerne to get busine is used as a lever to their '¢4 I the foreign markets for American plumbing goods is 
hsaseat disadvanta An astonishin } to be built up to something worth while—and it 
hold 


occurred 1 ntly in New York, w that of a man who all kinds of possibilities, for American plumbing 
oul irs befo did his busine from a push cart, and fixtures have an unequalled reputation abroad—the manu 
vyho failed for $200,000 a few months ago facturer here must handle his export business on a busi 

Such a case would be almost impossible abroad, mainly né like basis,’’ explains Mr. Love “There are many 
because plumbing goods are handled by large department cases where only partial shipments are made. In other 
tor material supply yards and other houses of consid Case where the fixtures ordered are not obtainable, sub 
erable financial standing There are bad credit risk titutes are shipped without any explanation. Sometimes 
there alway) will be but under tl ystem they are the goods are not properly described or the weights are 
reduced to a minimum incorrectly stated Sometimes an order of bathtubs will 

Nevertheles it is a fact that many foreign buyers are hye hipped and the accessories will be sent a month or 
lassed by American manufacturers as bad risks because two later 

ey won't pay their draft If the position were reversed The idea of the manufacturer in sending along the tubs 
in the cases cited by Mr. Love, it is likely that the Ameri as a preliminary shipment is quite praiseworthy in one 
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sense, as he is doing the best he can. But he 
the fact that the foreign buyer sells the bathtub as a unit. gros 
and a part shipment is no use to him; and he 


DOMESTIC ENGINEERING 
overlooks 
weight 


“Unless the 


won't pay Americ: 


l 


Under the same circumstances the American manufacturer — busine will keep himself 


wouldn’t pay, either. To 
appease the importer, but 
‘sore.’ 


“T have had similar cases, where large orders have been 
placed for plumbing fixtures 


preliminary shipment has 


‘If such shipments were complete in any one line it might 
not be so bad, but usually they are not 
of this and part of that and nothing complete, with the 
result that nothing can be done, 
as well not have been made 

“It may also be noted that 
shipments expense is duplicated, and 
trouble and expense is caused. 

“In another case I have in mind, an 
turer packed a carload of plumbing fixtures for shipment are unsuitable for the country 


and found at the last 
minute that forty lava- 
tories would not go in the 
car. The order was short- 
shipped to this extent, but 
the original weight was 
left unchanged on the in- 
voices, and the customer 
had to pay full freight 
charges, including sixteen 
cents a pound import duty 
on the goods not shipped. 
It should always be remem- 
bered that all charges are 
based on the invoice fur- 
nished by the manufac- 
turer. If he employs an 
export agency to handle his 
export business, the latter 
check up the 
ete., and this 


cannot 
weights, 
essential point is clearly up 
to the 
packs the shipment. 


“All of these cases cause 


manufacturer who 


trouble abroad. In too 


many cases the manufac- 
turer here is apt to blame 
the foreign 
looking the fact that he 


himself did not handle the 


buyer, over- 


shipment right in the first 


place, 
THINGS WORTH 
WATCHING 
{4 HE case of nickel 
ware exports is 
worth noting,”” said Mr 
Love. “Duty in these cases 


is charged on the = gross 
weight, but if the shipment 
is distared, that is to say, 
if any other material is in- 
cluded in the shipment, the 
charge is on net weight, 
which makes a difference 
of between $2 and $3 a 
box Many manufacturers 
look to. this 


point and then 


Promise to 
forget all 


send a part shipment doesn't 


been 


condition 


about it, and the customs 


nh manufacturer, engaging 
thoroughly posted on 


and customs charges, ete., at the variou 


IOS 


authorities charge on the 


in export 
shipping 


foreign 


more likely to make him markets into which he wish to penetrate, and will abso 
lutely carry out instruction he will have continual 

trouble with his foreign customers If, however, he will 

for foreign hotels, and a co-operate with the latter will, in many cases, find it 
made,” said Mr. Love easier than trading in the domestic market here If he 
cannot organize his foreign department properly and it 


are in a position to organize 


trouble i 
“Here i 


hear of cases 


by this system of double 


much unnecessary 


where 


American manufac vith American 


Who’s Who 


Plumbing and Heating 


The Same Frame All the Time But a New Face Every Week 





H. P. Gant 


If you don’t know Mr. Gant, you should. For, as has been 
said of less able men, “he is a gentleman and a scholar.” 
Just now he is serving the American Society of Heating and 
Ventilating Engineers as its very capable president. When 
he is at home Mr. Gant is in Philadelphia, and, if you care 
to look at the name on the door in the Land Title building, 
you will see that he is a member of the firm of Lewis, 
Robinson & Gant, consulting heating engineers 


experienced by the 
another point that 
American 


tandards or threads 


There is part is a difficult) proposition for a small manufacturer—-he 
hould engage a professional exporter or manufacturers’ 
and the shipment might agent The big manufacturers appreciate this, and they 


efliciently Most of the 


smaller manufacturers 


should be borne in mind l 


manufacturers ship goods 


, although such threads 


to which they are consigned 


Sometime specialties are 


shipped which are not ap 
proved by the law of the 
importing country It is 
only recently, for instance 
that celluloid closet seat 
have been approved by the 
fire insurance authoritic 
of London, England 


“Good old abroad are 


handled mainly on di 

countable paper at sight or 
60-90 days If ordinary 
precautions are taken in 
obtaining advance credit 
information, and if ship 


ping papers and shipment 
are properly handled, there 
will not be much difficulty 
“Credit information con 


cerning importing house 


ibroad is easily obtainable 


nowaday Practically 


every big bank keeps ex 
port credit file They can 
give promptly, or obtain 
promptly, all the informa 
tion necessary for the put 
poses of the exporter, and 
this ervice i rendered 


free of charge. There are 


also regular commercial 
agencies, suchas Dun’s and 
Bradstreet’s, which carry 
fairly complete export 
eredit information, and a 
number of pecial service 
organization uch as the 
National \ ociation 
of American Manufas 


turers, the Exporters’ Asso 


ciation, ete., are always 
ready to give help 

‘If American 
will safeg 


with new customer and 


exporter 


uard themselve 


follow” instruction as to 
hipment, ete they will 


find the foreign markets an 


excellent outlet for plumb 
ing fixture 
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AMSTERDA 


PPLY HOUSE IN PHILADELPHIA 
! pp Compan Which was re 
t n Dela r vith a capital stock of 
ised property at 951-955 North Ninth 
I’ and has opened a plumbing and 
! ir it that location The officers of 
President, FE. C. Wilson vice 
I ( ! and = treasurer \ i) 


M PLUMBERS SUPPLY COMPANY 


ORGANIZED 


rt \n Plumber Supply Company jobber 
f | | im. fitter upplie has recently been 
‘ msterdam avenue New York City 
i ( Grabow are partners at the head of 
‘ rp 1 Miller wi formerly with the job 
bit ! f M p & ( New York City, which 
! ! t 2178S Amsterdam avenue under 

he ! f A Kl Co Mir Grabow wa 
fort he | ) f Daniel Morris Co., also 

oft \ ( 
PURCHASES WALKER SUPPLY & MANUBRACTURING 
COMPANY 

| \ \ ( & Son Mfs Co of Buffalo, N y 

! plumbing and heating supply busine 
\\ | ipply & Manufacturing Company in 

[det \I Jan 1 Walke one of the member 
ft 1 fir ntinue with the uceessol im the 
iy) fo omar f the Detroit branch in the same 
ol ! 03 Woodbridge street, West 
H. MURLLER MANURACTURING COMPANY EXPAND- 
ING ON PACIFICO COAST 
The Hl. M | Manufacturing Company, of Decatur 
Iil., } pure l property at 2450 Hunter street in Los 
Angels Calift., and will erect a factory and branch office 
there \ new building, including a handsome office and 
i irehouse ] been completed at this eompany San 
ras branch and will be occupied about September 1 
DIRECTORS MAKE CHANGES IN) PERSONNEL Ol 
YOUNGSTOWN SHEET & TUBE COMPANY 

William ¢ I nd Frank Purnell were named vice 
presider ind Walter EK. Watson, general manager of 
ale of t Your town Sheet & Tube Co., Youngstown, 
0) it I nt meeting of the director Elmer T. Me 
Cleary vil named manager of the new and enlarged 
youn own district of the company and CC, M. Lingle, 
manager of th compan s coal properties, and F. Hl. Gor 
fon, general superintendent of the property at Zanesville, 
) equired b the purchase of the Steel & Tube Co., 


Chicago F. R. Wahl, Chicago, was elected assistant 
retary by the directors Hie will be in charge of the co: 
pany's corporate offices in Chicago J. C. Argetsinger, a 
corporation lawyer of Youngstown, becomes assistant 
Leroy Manchester, general counsel The action of th: 
board became effective August 1 Other promotions are 
yet fv be made in the operating department The property 


at Mayville, Wis., including two blast furnaces, ore 


and a farm, will be operated independently, and a manager 


miine 


James A, 
for 


is yet to be named for these holdings Campbell 


has been president of the company nineteen of the 


twenty-three years of its existence 


CORTLAND VAN CAMP CALLED BY DEATH 


Cortland Van Camp, president and founder of the Van 
Camp Hardware & Iron Co., of Indianapolis, Ind., died 
it his home in that city on Wednesday, August 8, in hi 
(2nd vear 

CHICAGO OFFICE IN NEW LOCATION 

The Detroit Lubricator Company, of Detroit, Mich... ha 
just moved its office in Chicago from the Tribune buildin 
to 820 Michigan Boulevard 

SPEAKMAN COMPANY BUILDS ADDITION 

The Speakman Company, of Wilmington, Del., is build 
ing an addition to its plant, which will give additional 
pace needed in all the departments The new build 
ing will be three stories and basement, 60x75 ft 

COMPLETING NEW BUILDING 

the R. T. Clarkson Company, 23 South Third street 
Memphis, Tenn is completing its new home on Court 
avenue, east of Fourth street, and will move into the 
building soon 

BAYARD MEG. CORPORATION INO NEW OFFICES 

The Bayard Manufacturing Corporation, formerly lo 
cated at 1425 Chestnut street, Philadelphia, has moved 
its offices to 1011 Chestnut street in that city. 

CLARK W. HOLCOMB TURNS PLUMBERS’ SUPPL) 
COMPANY OF NEW BEDFORD, MASS., 
OVER TO EMPLOYES 
Clark W. Holcomb, of New Bedford, Mass., owner of t! 


Bedford Be 
the 
the 


Plumbers’ Supply Company and of the New 
& Machine Co., in that 


has turned forme! 


will 


city, over 


business who conduct busine 
Mr 

He has erected for the Plumbers’ Supply Comp 
of $150,000, 


for a 


to his employes, 


while Holcomb devotes his energies to the latter co 


pany 


a modern warehouse, at a cost which he | 


leased to the employes’ firm long term of years at 


zA. My 
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nominal rental The company last vear did a gro busi 
ness in excess of $500,000 Many of the employe were 


tockholders in the Plumbers’ Supply Company, which wa 


rganized on July 11, 1922. The new firm expects to do a 
cross business of $750,000 this vear 
ASSOCTATION OF PLUMBING AND HEATING SALES- 


MEN'S MONTHLY MERBTING 


Friday of the month meeting of the 


Plumbing 


The 
Association of 


regular first 


Heating Salesmen wa held 
Achtel-Stetter’s, Newark, 


A brief business session followed an excellent dinner 


and 
on the evening of August 3, at 
N. d, 
ind it 


be three dollars annually, payable 


was decided that the dues of the association would 


semi-annually It wa 


also decided to hold an outing on Saturday, September 


The outing will be only for salesmen, and all who call on 


the plumbing and heating trade are being invited The 


secretary of the Association has reported a membership ot 


one hundred and twenty-five. 


BRIDGEPORT BRASS COMPANY'S ANNUAL OUTING 


was a big day for more than fifteen 
Bra Company, of 
and friends The 


held at “Champ’s 


Saturday, July 28, 


hundred employes of the Bridgeport 


Bridgeport, Conn., and their families 


occasion was the outing of thi 
The day’ 
ride to the grounds 


company 


Farm,” near Bridgeport fun commenced with a 


free trolley Then came the various 
athletic 


kinds of refreshments, 


and other contests, followed by a picnic dinner, all 


and in the evening dancing to good 


music. The Bridgeport Brass Company's fire department 


rendered service in keeping the spectators in place during 


the various contests and other exhibition event Which 


included everything from a one hundred yard dash for 


men to a pipe smoking contest and a girls’ sack race 


GOLE ASSOCETATION PLANS 
MONTCLAIR, N. J. 


KASTERN TRADE 
TOURNAMENT AT 


The fourth 1923 tournament of the Kastern Trad: 
Golf Association will be held at the Montelair Golf Club 
Montelair, N. J., on Tuesday, August 14 The privilege 
of the course have been obtained by former president W 


W. Hubbard round will be played on. the 


first to the 


The morning 


eighteenth hole and in the afternoon the 


round will be played from the tenth to the twenty-sey 
enth hole. The players will be divided into two classe 

those with a handicap of eighteen or le being listed 
under Class A, and those with a handicap of nineteen 
or more will be listed under Cla It The day event 
will include an eighteen-hole best ball foursome in the 
morning and an eighteen-hole medal play handicap. in 
the afternoon Suitable prizes will be awarded the win 
ners in each class for these events, some of which have 
heen donated by Richard A. Wollf, W. A. Russell, FL W 


Broatch and H. S. Carlund 


EMPLOYES OF JAS. B. CLOW & SONS ON ANNUAL 
OUTING 
Employes of Jas. B. Clow & Sons, Chicago, and their 


1,100 


and outing, 


about participated in 


Wednesday 


families, numbering persons 


their third annual pienic held on 


July 25, at the Forest Preserve in Des Plaines, Il Auto 
mobiles and buses, all decorated with bunting and banner 

transported the party to the scene of the day's frolic. Five 
hundred dollars in prizes were awarded during the day 


athletic and othe 


The children were provided with ice 


to winners in various races, contest 


events, cream, candy, 


Cracker jack and souvenirs gratis One of the big events 


NGINE I 


RING 


of the da \ b bal between th offi ind the 
tore rhe thie or yf Winn with a ore of 

t to four lu \ 1 - t Clow orchestra 
nd «diatr I 4 rstol 1 the late 
fternoon and evenir 


BROWN-WALES COMPANY OPENS 
AT PROVIDENCE, R. OE. 


BRANCH 


Phe Brown-Wake Companys Fargo and Egmont 
treets, Boston Mia ha recently opened its new 
branch store at 249-255 Edd treet, Providence R. I 











the Brown-Wales Covs New Branch House in Providence, RK. 1, 


Walter Olander is manager of the new establishment 


\ complete tock of plumbing and heating supplic will 


be carried 
OPENS NEW SALES- 


ABRAM CON STOVE COMPANY 


ROOM IN NEW YORK CITy 
\ new howroom has been opened by the Abram Cox 
ove Compan of Philadelphia, Pa., at 113 Kast Thirty 
fourth treet, New York City, with James Lyttle and 





The Abram Cox Stove Cols New Showroom in New York City 


Arthur Ro Glore in charge R. J. Kingsbury, Hersey Gir 
van, Joseph LL. Weinert and Al Milne represent the com 
pany from the New York offiee, and daily trucking service 


has been arranged between the factory at Philadelphia and 


New York 
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tC. 8S. WATER HEATER CO. APPOINTS SALES AGENTS 


Ihe Penn Ivania Range Boiler Compa f Phil 
ale pl i lu h o taken ¢ er the il of the l'nited 
state Water Heater Company Cleveland () for tt 


Philadelphia territory 
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Carroll, assistant manager of the Chicago branch 
Mtg. Co., and C, D. Little, gen 


Chicago 


Jos. F. 
of the Standard Sanitary 


eral sales manager of Crane Company, were S¢ 
verely shocked, and a caddy accompanying their party wa 
August 7, 


With them 


killed, by a bolt of lightning Tuesday afternoon 
at the We 
were LL, 
the Standard 


tmoreland Country Club, Chicago 
tern district sale 
and William Byrd, Jr., ot 
Hammond 
Birmingham, Ala who also felt the effects of the bolt 
Both Mr. Carroll and Mr. Little 
time, but were able to be at their desks the 


Bruce Fulton, we manager of 
Sanitary Mfg. Co 
tvrd 


the Chicago office of the Iron Company 


were unconscious for ome 


next day 


A. N. Goff, vice-president of the Sterling Engineering 
Com oany, Milwaukee, Wis., i pending a few weeks at 
the co npany North Carolina office at Burlington with ¢ 
( Spoon, who was transferred there from the Milwaukee 
office about a vear ago 

Wim. EK. Sloan, of Samuel Sloan & Co., Rochester, N.Y 

spending the month of August at B. C. Ranch, Jackson 
Hole, Wyoming He is accompanied by hi on Samuel 


William B. Smith, office manager of the United State 


Radiator Corporation in Philadelphia, Pa., has recentl 


returned from a vacation trip to Ohio and Kentucky 


Raymond Bloom, who formerly covered the middle west 


ern territory for the Trenton Potteries Company, Trenton 
NN. 2.7 Se 


the New 


been assigned to the Boston office and will cover 


England states in the future 
John KR, 
burgh, Pa., is 


Chamberlain Company, Pitt 
Atlantic City Hle 


Dulany, of the 
spending his vacation at 


accompanied by his wife 
fie 


Boiler Co., 


William H. Page 


part ot 


Davenport, president of the 
New 


the summer at 


York City, is spending a greater 
Maine, 


enjoying a pleasant vacation 


soothbay Harbor, where he and 
his family are 

George D. Ryall, one of the Bronx sales representative 
Butler & Mfg York 
City, will leave for a trip to the Pacific Coast on August 
14, in the 


Ryall’s former home and he will make a survey of condi 


for Pierce, Pierce 


Corporation, New 


interests of this concern California is Mr 


tions in that territory with the view of establishing a salk 


office in San Francisco the first of the vear, as agent for 


heating specialties 


George A. Barr, well known to the heating trade be 


cause of his long connection with it, has become associated 


with the Hoffman Specialty Company, Waterbury, Conn 
us assistant to C. V. Haynes, general sales manager Mr 
Barr will make his headquarters at the company's Phila 


delphia office, at 10 South Eighteenth street 
Sidney M. Cowan has severed his connection as presi 


dent and sales manager of the Phoenix Brass Foundry Co 


of July at Old Orehard Beach 


August 11, 19 


Irvington, N. J.. having sold his interests in the firm, ar 
i bout to tablish offices as manufacturers’ represent 
ive n New York Cit and Newark, N. J His territor 


vill include New York, New Jersey, 


more Mad Washington, D. C and the 


Pennsylvania, Balt 
New 


Englar 
manager for the J. P. Power 
ining, N. Y 
Maine, 


Harry Aretsky, sal 


Manufacturing Co., Ine 0) spent the mont 


where he enjoyed 


P 
pleasant 


Vacation 


A Newman, one of the oldest salesmen in the plumber 


br goods field, is now connected with the Central Bra 
Mfg. Co., of Cleveland, ©O., covering the middle western 
ta vith headquarters in Chicago 
Trade Literat 
Automatic Tapping Machines 
The Pettstown Machine Co., of Pottstown, Pa., has is 
ied a catalog listing its automatic machinery for tapping 
pipe fittings and valve The catalog is illustrated with 
high-grade halftones, and consists of seventy-two pages 


ix by nine inche printed on well-glazed paper 
Self-Cleansing Traps 

Citv, N. J., ha 
Rudolph 


The Welsbach Company, of Gloucester 


issued a circular explaining the action of the 


self-Cleansing Trap An illustration shows the manner 
in Which the water is swirled around as it passes through 
the trap This trap i aid to have free flow of water 


imple construction and convenient cleanout 


Crown Fuel Saver Co.'s Manual 


The Crown Fuel Saver Company, of Richmond, Ind 


illustrating and 


has issued a forty-eight page manual 
describing its product Much useful information is given 
including uggestions for form letters and sales talks 


A comprehensive index makes the contents readily avail 


Herbert Boilers for Heat and Power 


Under the tithe of “The Herbert Boilers for Heat and 
Power the Herbert Boiler Company, of Chicago, has 
just issued its 1923 catalog In the section “Fuel Sav 


smokeless com 


ing \ Fuel Waste,’ the 


bustion i 


importance of 


Diagrams and illustrations fol 


emphasized 


low, and tables of setting measurements, data sheets on 


rrate area revised specifications for return horizontal 
tubular boilers, and descriptive price lists should make 
this catalog a useful reference book 


Economy Smokeless Boilers 


The International Heater Company, of Utiea, N. Y 


has issued a new twenty-page catalog descriptive of 
it Keonomy smokels boilers The first part of the 
hook is devoted to an explanation of the important fea 
ture of these boilers uch as the excess air control 


dry steam without a header, and accessibility for cleaning 
iron radiation condensing one 


hour 


Ratings are based on cust 
fourth Ib. of foot of radiation per 
\ table of 


booklet is illustrated 


steam per quare 


ratings and dimensions is included, and the 


with views of buildings in) which 


the company’s boilers have been installed 


For Lawns and Gardens 
Legend of Brooks Lawn Sprinkling and Sub-Irrigation 
Brook 


lawns and 


the title of a circular issued by John A. 
Mich telling the 
be ke pt 


A sprinkling system does in ten 


vstem”’ is 


of Detroit, story of how 


gardens may green through the driest summer! 


months minutes what 
it formerly took men hours to do by means of a hose. Thr 
piping system and sprayers suitably) 


serts, distribute a uniform quantits 


inderground supply 
located, the company a 


of water all over lawn or garden, Several types of sprayer 




















DOMESTI 


1923 


August 11, 


and a drawing of the system in operation are shown, as 
wel as pictures of where the 
sprinklers are installed. 


parks and residences 
Soaperior Cleanliness 

U. S. Sanitary Specialities Corporation, of Chicago, has 

issued a booklet describing the company’s Soaperior liquid 

The bar of cake soap formerly used 

infection By 


soap tank system. 
in public wash carried danger of 
means of the liquid 
central tank through a valve at each lavatory. 


and fittings are nickel-plated on exposed installations, or 


rooms 
piped from a 


The piping 


this system soap is 


may be concealed like regular plumbing in new buildings 


illustrations show installations in factories and 


hotels. The Aerzonator 
this booklet. 


Several 


air purifier is also described in 
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Twenty Years Ago in 
“Domestic Engineering’’ 


ee 
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Building Deferred. The Detroit 
pany has had a new site purchased and plans drawn for a 
but 
of material 


Sanitary Supply Com 
deterred 


the 


several months, has been 


high 


new factory for 
from building by the 
uncertainties of the labor supply. 


prices and 


Unusual Residence Plumbing... BE. C. Kelley, 195 Centre 
street, Boston, is installing an independent 
on the Milliken estate. The will be pumped by an 
electric plant on the premises and hot water will be heated 
He is also doing the plumbing 


The 


water supply 


water 


by a garbage crematory. 


on the coachman’s house and large stable contract 


amounts to about $8,000, 


Kohler Company Appoints Eastern Representative. 


Henry Stein, of New York City, has been appointed eastern 


representative of the J. M. Kohler Sons Company, of 


Sheboygan, Wis. 


Spontaneous combustion on July 3 
Roe & 


pounds o 


New Jersey Fire. 
$1,000 to the storage rooms of 
hundred 


caused damage of 
Conover, in Newark, N. J. 
lead pipe, wrapped in straw, were melted 


Several 


A commercial museum has been 
All 
manufacturers are invited to send representative exhibits 


Philippine Enterprise. 


established in Manila, to aid building and sanitation. 


Salt Water System for Fire Protection..~ San Francisco 
is planning to spend $18,000,000 on public improvements 
The board of public works plans a salt water system for 
fire protection. 

History Repeats Itself... The prevailing mood in business 
is one of caution. This is true in spite of the 
this fact the 


security of the present and the safeguard of the future. 


circles now 


general prosperity In acknowledged lies 


New Orleans Master Plumbers’ Banquet.--The- eighth 
annual banquet of the master plumbers of New Orleans 
was held Saturday night. Jas. H. Aitken was chairman. 


Record Breaking Contract..-The contract for plumbing 
the new Union Station at Indianapolis amounts to $71,500, 
which gives it rank as the biggest ever let in that city 
Joint Outing a Success. Master and journeyman plumb 
ers of Cleveland, Ohio, held for the first time a joint out- 
Lake It is predicted that the two 
organizations will hereafter hold their outings jointly. 
Held Invalid.—A judge of the 
pal court of Minneapolis has declared unconstitutional the 
more than 10,000 
held to be 


ing August 4 at Silver 


Plumbing Law munici 


law requiring plumbers in cities of 


population to secure a_ license, It is class 


legislation. 


NGINEE RING 


Tecquuaey> = = 
~ ~ = 


= 
= 
Ce — 4 
1buary 
BPP RP — III | 
James H. Donovan 
James H. Donovan, for the past thirteen years in the 
plumbing specialty business in Boston, Mass., died at his 
home in Somerville, Mass., recently in his seventieth year 
His widow, one son and four daughters survive him 
Charles Dragul 
Charles Dragul, plumbing contractor at 1542 Central 
avenue, Cincinnati, O., and for many years a member 
of the Cincinnati Master Plumbers’ Association, died re 
cently at his home in that city after a lingering illness 
N. H. Walker 
N. H. Walker, president of the Plumbers’ Service Com 
pany, Pittsburgh, Pa., died Saturday, July 28, at his home 


in that city in his 47th year Hie had been in poor health 


for some time Hle was widely known in the trade, having 
formerly been associated with the Good Manufacturing 
Company of New York City, and the Cooper Sanitary 


Manufacturing Company, of Philadelphia 


Frederick A. H. F. 

Frederick A, H. F. Mitchell, 
lished the first plumbing shop in Salt Lake City, Utah, died 
Utah He 
eighth 


Mitchell 


who is said to have estab 


recently at his home in Logan, was born in 


Sheffield, England, and was in his eighty year at 


the time of his death 
John J. 
Connor, a master plumber of 


Connor 

Manchester, N 
died at 
24, after a two weeks’ 


John J 
and widely 


known as a county commissioner, his 
home in that city on Tuesday, July 
illness from indigestion and complications. For a number 
of years Mr. Connor has been plumbing inspector in Man 
chester He April 21, 1875, 
years old 

Atticks 


known 


was born in [Ireland on and 
when seven 
Lee BF, 


well 


came to America 


Lee EF plumber of York, 
City, N. J., 


convention 


master 
Atlantic 

the 
Plumbers in 


Atticks, 
Pa., died recently in a 
Where he had 
of the National 


Death was 


hospital at 
attending 
Master 
Which 


been taken while 


Association of June 
followed an 
November 4, 


time of his 


caued by peritonitis, 
tion for appendicitis Mr. Atticks was 
Northern York County, Pa At 
engaged in the plumbing 
York, Pa He 
the 


urvived by 


opera 
born 
the 


business at 303% 


1870, in 
death he 
West York 
York Builders’ 


ers 


was 
secretary of the 
York Master 


his widow 


avenue, Was 


Exchange and of Plumb 


Association He is and three 
children 

Henry Niemes 
known 
the 
that 
July 


and 


Niemes, 
contractor of 
the We 
city, shortly after 6 
31. He had 
with his gaze intent on the ball, walked a few steps, then 
Death 
He was an expert golfer and was engaged in a midsummer 
the best his 


thirty-one years a_ widely 
fell 


Country 


Henry for 


plumbing Cincinnati, O., dead on 
Hills 


Tuesday 


golf course at tern Club in 


o'clock on afternoon, 


just made an exceptionally good drive 


crumpled and fell dead was due to heart disease 
games of 
Western 


Interest in 


tournament, playing one of career 


the Hills Country 
the 


Cincinnati, 


founders of the 
the 


Ile was one ot 
Club He 
Plumbing 


controlling Niemes 


1112 


owned 


Company, Hamilton avenue, 


a firm which has done a large business Mr. Niemes was 
born and educated in Cincinnati and was in his fifty-fifth 
year at the time of his death He is survived by his 
widow, two sons, two daughters and one brother 
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STEEL AND PRON 

vy Yo \ ‘ Current buying in the iron and 
n | to rd a better condition 
There is mor nauiry for finished lines and the pig iron 

irket ( me extent 

Pig tron 

1? | ‘ { rema ul hanged although it 
p | vo it) ymmead il announced 
but hig n ! ‘ } fir? nad he cones lon nave been 

At Birming! the market ery quiet and no sale 

rey ad tyuit ! ire holding tirm for 

At Your tow! produe al producing at recent 

| put do rolling mill sehedules in 
Indi that machine hop and 
vundris 4 lL benefit from the movement ol steel makers 
o inst levis ollowit twelve-hour day 
‘ mit { 

Pig iron price eep on receding in Great Britain and 
ome furnace ‘ ne out of blast The lower prices 
throad m make it possible to import iron; at any rate 
t vill tend » | » domesti price from advancing 
ipidl 

Pric ry ! quoted f. o. b. furnace per 

Found No plait 
Eastern Pa $25.00 @ $25.50 
Buffa 4.75 QM 25.25 
Birmingham 27.00@ 28.00 
Chicago 27. 00@ BS.00 

Basic 
Vall 25.00 @ 25.50 

Coke 

Coke production in the Connellsville region fell 3,630 
tons for the week endil Jul Ss However, the suspen 
ions have not been drast nough to keep price stable, 

furnace coke to be had 50 cents per ton less, o1 
$4 per ton rl els ft foundry coke range from $5.25 
to $5.50, though special brand till command as high 

Copper 

Copper made a net decline of 14 cent per pound last 
week, or from 14% cents to 14% cents as far as the 
actual market price is concerned, though some of the 
larger producers were quoting 4% cent higher than these 
figut Copper circles have been watching the = stock 
market closely the past few weeks and the course of the 
tock market thi week will be observed with unusual 


interest in view of the President death and the possible 


depressing sentiment in) busine 
Tin 
Tin prices declined from 4 cent to 3% cent per pound 


during last au quiet market reported. The only 


buying was 


upon the dips when speculators picked up a 


few tonnages. Tin plate demand has been heavy for many 


months and much tin is being consumed, which gives a 


fairly strong position to pig tin. Spot Straits tin is quoted 


Standard 


at 37.625 cents bid, settling price, 38.00 cents. 
37.75 cents settling price. 
Lead 
While other 


tinued 


lead con 
New York 
cents and the 


last week, 
held. 


from 6.50 cents to 6.75 


metals were receding 


firm, because it is more closely 


quotations ranged 
prevailing level at East St 
has fallen off 


products 


Demand 
lead 
encourage 


Louis was 6.60 cents. 
manufacturers of 
which 


considerably, but 
better 
lead 
parity of 7 


report business, gives 


ment to the pig producers Local prices are still 


below the London cents so there is as yet no 


danger of the Mexican product being shipped here. 

Zine 
declined $3 per ton last week, closing at 6.15 cents 
to 6.20 cents, East St the higher 
The 


speculators avoiding the 


Louis, quotation repre 
dull, 


Smelter 


enting futures metal has been very even 


operators and 


market. 


men have cut labor rates in co-operation with the work 
men, and thus they 
ore Zine 


demand for 


have partially offset the high price of 


producers are hopeful, especially since the 


steel is improving. Galvanized sheets have 


been advanced in England, because of the world-wide 


demand for that material 
Other Metals 
Quotations on other metals in New York are as follows: 


Aluminum in 60-ton lots, 99% and purer.... 


Tart eT ee TP OR Ce ee ee Te 26.00 cents per Ib 
Antimony, Chinese brands......... 7.70 cents per lb 


New York Old Metal Market 

The following prices are current for old metals: 
Buying 

11% to11% cents 


Selling 


Copper, crucible 12 \% cents 


COpmer, THRE 6606S iss 93, to 10 cents 10% cents 
Brass, heavy, mixed 6 to 6% cents 6% cents 
Lead, heavy . ee 5'4 to 5% cents 6 cents 
oy Set a er - 4%to 4% cents 4% cents 
Cocks and faucets... S to S14 cents & % cents 
Solder joints ....... 7 to 8 cents 4 cents 
mame, REW BCHOD 1< +. < + f', to 5 cents 5% cents 
Block tin pipe..... 32 to 33 cents 34 cents 


Chicago Old Metal Market 

The following are the current prices for old metals: 
Buying Selling 
~osska % to 12 cents 12% cents 


Crucible copper 


Heavy copper and wire.11 to 11‘ cents 12 cents 
Light copper et ee 91% to 9% cents 101% cents 
Red brass eee ee Slo to 9 cents 9% cent 
Heavy yellow brass 6 to 6% cents 7 cents 
Heavy lead 514 to 5, cents h A cent 
i ree “om to 4% cents 5 cent 
Light brass Le eek to 5% cents 6 cent 
Block tin pipe... oo een to 33 cents 34 cent 
Boer SOE sie sven 7 to 7% cents 8 cent 
Cast aluminum ....... 14 to 15 cents 16 cent 
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IN THE CHICAGO SUPPLY MARKET 


Chicago, August 7 In spite of the fact that ome 


lull,’’ the 


encouraging \ great deal of 


obbers speak of ‘‘the midsummer outlook for 


the last week has been 


business has been placed. Manufacturers are catching up 


with orders, very slowly in some instance it is true, but 


they are catching up nevertheless Some of the com 


modities which have been short for so long that shortage 


has come to be regarded as almost a normal condition, are 


now showing promising signs of being able to give satis 


factory delivery in a few weeks and the phrase “back to 


normaley” has again become popular. 


It seems that a good many in the trade are looking 


forward to a “return to normaley”’ whatever that means 
It is a much abused phrase It is like the end of the 
rainbow that is said to mark the pot of gold It is a 


man's definition of 


that of 


little 
different 


loose phrase and means One 


normalcy may be entirely from another 
man 
In reply to the question, “What is a 


replied 


normal market 


one jobber saving, “A normal market would be 


one in which we would have to go out vigorously after 


business but could get working for it.” \s 
fact, 
market is either above 


business by 
come The 
In steel 


there has not 


a matter of times of normaley seldom 


below normal 
that 


a period of eight months in twenty years when the market 


normal or 
pipe, for instance, it is claimed been 
has been normal. 

and the who 
looks forward to the return to normalcy, a sort of 


The market is not normal today person 


broad 
plateau where the roads will be level and smooth and the 


going easy, is likely to be as bad!y deceived as the man 


gold at the end of the rainbow 


Soil Pipe 


who looks for the pot of 


Soil pipe continues to hold the center of the stage 
Another decline of five points was announced by some 
concerns on the first of the month and by some other 
from the first to the fourth This is the fourth drop 


within a few days announced 


July 5, 16, 24 


A drop of five points was 
on or about cach of the following dates 


and August 4, making a total decline of approximately 
twenty dollars a_ ton Manufacturers selling soil pipe 
as it is now being sold at twenty-five dollars a ton below 


this 
order \ 


that 


many 


the peak prices of year, claim they are losing 


money on every good orders are being 


placed but old customers have to be catered to Some 


being such substantial 
to indicate that the buyers think the 


bottom. In the meantime, some of the 


orders placed are of amounts as 
market has struck 

maller manufac 
turers, having put the market where it is, 


have now with 


drawn prices and refuse to take orders until the market 
goes up. 
There 


pipe right now and speculators seem to feel that they are 


seems to be quite a bit of speculation in soil 


running no risk of further decline by ordering There is 
an intimation, at the same time, that both the jobber and 
manufacturer may 


discourage sales until soil pipe is on a 





more stable bas 
Steel Pipe 

still 

pressure on the mills is not so great as it has been. No 


Allotments of steel pipe are being made but the 


ubstantial improvement in the situation is being 


for until September 1. 


looked 
The demand for material now on 
order continues, although it is gradually becoming less 
Some people in the trade seem to look upon even a slight 
improvement in deliveries as a forerunner of a reduction 
In prices, but with the cost of production where it is now, 
this would seem to be still a long way oft Fewer order 
are being 


light 


placed, although the last few days show a 


upward curve in the demand. 
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Wrought Tron Pipe 


lhe storv of wrought it pipe ehar very little 
I} demand | if ‘ nount of 
i) 1 ! ! ) t f l { wo 
Indication « hint of a 

Enameled Ware 
Hiow long would it take to get tive hundred bathtubs? 
wa ‘ estior ! ti ot enameled 
ware con rl | ke bout f hundred 
vears,” he replied jokingls oking up from a desk piled 
high with order It i istonishing to those in the trade 
how tl busine th ¢ 1 I ware kee] ip livery time 
it n ' | hom tfaucturel ure howins sOme 
progre in eatehing up with ordet along come nother 
flood of order whi Lpse ll previou caleulation 
rhe ] i ra qdu Nn 1 1 however and al 
thourl if I | I mo rie if ern to be 
the neral oO} it tl time irely comin when 
ilesmen | to » Ol { Du lie instead of 
havil t con fter Hem 
Pottery 

\ ious commen on the pot tuation by people 
In ti rad i i i ow Irom t manufacturer of 
cast ware We are thout ninet das behind in our 
ordet Krom obbit ion Chet i indication 
that ther ill be a spurt in tl demand very soon and 
that we Vill lose in the next few weel Vhat we have 

ined hort ! le eri Krom anothe jobbing 
hou WW re na ‘ mipre o t t unitary pot 
tery Will be fairly plentiful within ninety das especially 
tuple ilthoukh peeha Will no doubt be hort for a 
long time oO come 

Boilers and Radiators 

There is a healthy demand, although there seems to be 
a tendency for buyers to hold up orders awaiting a drop 
in price It i i question, however what anvone could 


diator market 


anything to indicate 


find in the 


a decline, especially at) th time of the year ‘It would 
be uicide \ t} Vay ol nan in the trade expre ed it 
to lower price now There would probably be a letup 
in order rather than an increase and a demand = later 
Which would cause a great deal of trouble 


Radiator Valves 


several instance have come to light where light reduc 


tions have been made in steam bra goods, particularly in 


radiator valve on which at least two concern have 


quoted a reduction of two and a half per cent from = the 


market price 
IN THE NEW YORK SUPPLY MARKET 

August 6, 1923 \ umma of condition in New 
York for the last week ive one ‘the impression that 
manufactures ind by bert had decided to se whether 
they could find any busine and were surprised when 
they found it \fter resigning themselves to the expected 

easonal lull and a ninety degree temperature which 
does not help busin« inv, they now report week of 
activity 

In almost every Commodit here is encouraging de 
mand light, it is true but oticeable compared with 
preceding vee} 

Suburban busine Rood but there 1 not much 
Plumbing and heatil ork in the Manha n ction 
There is plenty of the latter on tap, thoug! vhich ill 
gO ahead ou: 7 d Vhen labor and material reach 
a satisfactory pric level 

Soil Pipe 

A deelis j ric of ft point Vu nnouneed by the 
outhern foundri on Augu l lo 1 by tl ame. 
duction by the northern foundris on Augu Thi it 








IN 


) ( ( | RING August 11, 192 
| H Steel Pipe 
t | ind yntinue exceptionally heavy on _ stee 
firn | ! th the heating ison at hand, there is litt 
| bE 4 obber vill find it possible to keep 
| ‘ n 
Wrought Iron Pipe 
k brings very little change in the wrought iron 
Steel Pipe pipe irket. Althoug] ome of the jobbers have received 
nd o1 ipply, the demand continues to keep stocks low 
rtag Enameled Ware 
t \ eem to be in better shape than for some time 
! ff rhoug still unsatisfactory, the receipt of recent 
and a sor hat lessened demand have enabled 
Wrought Tron Pipe yb I balance their stock to some extent. Delivery 
! ! ! ! 1 mand ol I e not improved to any extent, as manufac 
! ntinue to promi ninety day shipments after 
0 mrrder 


Ware 


Knameled 


Plumbers’ Brass Goods 


lemand for plumbers’ brass goods has continued 
) ne rol throughout the week No change in prices has 
n noticed, but a tendency to offer specials has been 
| { in veral instances Whether or not this is an 
Pottery indication of another revision is hard to tell, but seems 
Ile Delivery conditions seem to be a lot better. 
I ilit Pottery 
I pottery situation, if based on actual deliveries, “has 
" . [ le ver ttle headway this week, although the potteries 
ort kilns ready to be opened this week. In general pot 
ire gradually increasing production and predict a 
Range Boilers decided improvement in the near future. 
; i e”’ range boile! Boilers and Radiation 
i i TI isual seasonal demand for boilers and radiation is 
; pre ) n full ving Boilers are easy to get, but radiation, 
er the tory at this time of the year, has fallen 
Plumbers’ Brass Goods k to sixty da rwenty-six and thirty-eight inch thre 
a imn radiators are the hardest to obtain Prices in the 
f 1) July and August schedule still prevail 
Boilers and Radiators IN THE BOSTON SUPPLY MARKET 
i | i t present Boston, Aug. 6 \ great improvement in business in 
\ is territory, which has been very good for the last two 
Ir t r three months, would seem to indicate that whatever 
. ling of depression the propagandists have been attempt 
nts t f ! 0 spread, has had no effect on the mind of business 
not opened up yet 1} ! t men in the plumbing and heating trade A good volume 
i n d of new as well as alteration work is being put through, 


vhich « 


ARKET feels th 


Buving 


the 


not unreasonable 


eems to indicate that vast majority of the trade 


at pric eS 
by 


are 


the trade is being done for requirements and 


( | ora small amount of working stock, as most people prefer 
el I » lose money, if they have to, through having too small 
t f In all pr hilit tock her than through too large a one should any 
| o] indled in the decisive change take place in the market. To many in 
he trade it seems if prices, as a whole, are about at 
' sorbed the bottom There will no doubt be some minor adjust 
ty that we have been accustomed ments in the various lines, these being in the nature of 
finds the ybber tocks more evenl light reductions to balance the market, but no further 
I ! hange in prices is anticipated for some time 
ri Soil Pipe 
on « ! I \ further reduction of about five points was announced 
! ! ‘ port by tl manufacturers on the first of the month. It is 
elt that the bottom has been reached, as some of the 
Soil Pipe foundries claim that they are selling at a loss. <A con 
marl h a continued de parison of the pig iron market with the selling price of 
\ being | d onlv wher oil pipe and fittings would seem to bear out this state 
nihhast toc , ment Stocks in the hands of jobbers are small but fair 
demand nd vell assorted, with a steady and satisfactory demand 
} ' bottor } been Steel Pipe 
D p n be had imme No change is announced or anticipated. Stocks art 
' hout thir | behind schedule again depleted in many sizes, with a brisk demand that 
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cannot be taken care of satisfactorily. Mills are swamped 
with business and have been unable to catch up with their 
old orders, much less take care of new ones With the 
heating season at hand, a great shortage is in sight 


Wrought [ron Pipe 


There has been no price change. Stocks, as a whole, are 


in fair condition, although there has been an increase in 


} 


sales of some sizes due to shortage of butt sizes in steel 
Demand is fair, with no shortage announced by the 
jobbers. 
Pottery 

Demand 
back 
expected. It is rumored 
lightly that 


The shortage that 


Stocks in hands of jobbers are low continue 


active, and as production increases and orders are 


taken care of slight price cuts are 


that some of the potteries are shading prices 


have been in effect for several months 


has been in existence for some time is being gradually 


eliminated and potteries promise a further increase in 


number of pieces shipped in the near future 


Plumbers’ Brass Goods 


Stocks in jobbers’ hands are fair in quantity and assort 


ment. Demand continues steady, orders being placed for 


urgent requirements rather than for stock. Prices, as a 


are fairly firm, with some slight shading being done 
No cases of 


whole, 


for quantity business unreasonable shortage 
are reported. 


Enameled Ware 


A plentiful stock is reported by jobbers The shortags 
that has been in existence for the last three months seems 
to have been overcome. Practically all items can be 


obtained promptly out of stock. No price changes have 
been announced or are anticipated. 


Boilers and Radiators 


Prices are firm and price cards issued several months 
ago are still in effect. With the advent of the heating 
season, orders are being placed for a large quantity of 
material. As there has been and is at the present time 


a shortage of both boilers and radiators, the additional 
business now being placed only tends to make this short 
age more acute. With manufacturers of this material 


unable to take care of orders on 
last fall 


working to capacity, 
condition 
spring is likely to occur. 


yet 


file, a such as was experienced and 


IN THE PACIFIC COAST SUPPLY MARKET 
San Francisco, Aug. 4. 
change in Pacific Coast conditions during the week. 





There was no appreciable 
Build 


ing permits issued during July showed a decrease from 
June, but are larger than July, 1922. Home building, 


according to permits issued, is still active, the decrease in 


building permits being attributed to the falling off of 
apartment house construction. 
Farming in California faces the same condition that 


it faces in many other localities, namely, large crops and 


no market to speak of. Fruit growers report prices offered 


for their crops hardly reimburse them for the expense of 


growing This has had a tendency to curtail plumbing 


and heating business in the rural districts 3usiness in 

Southern California, however, is still as active as ever 
and shows no signs of abatement. 
Soil Pipe 

This market, on soil pipe, is in a very unsettled state 


due not so much to a falling off of demand as to unsettled 


prices and until prices become stabilized there will be very 


little buying Another cut is looked for as this is being 


written. 
Steel Pipe 
This commodity is still in very good demand, and while 
shipments to the Coast have become better lately they are 


not yet equal to the demand. This applies not only to the 
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butt weld size but the H I \ | Oy iccount 
of the advane of water freight rate pric advanced 
approximat hree | the week 


| sad for ¢ il Jobber 
stock however re ou etter pe t in at any previo 
time f ' ' 1 the lers to 
ort 1) ek o ! nstar cancelled 
order | I M rer deli 
ered Co pr rWron five per 
cent d ! the t f new iter freight 
rate | j | n reflected a 
‘ hy ) y j 
Pottery 

Phi om! t 1 ir ) nd whil ey 
eral ma I ! ( t latel 
there i bh I ! ! » S] of nd none 
can b xpe d to ) | ! hange ir 
pri aqurir t \ 

Plumbers’ Brass Goods 

Jobb ; tock are J vi] nd he report that 
they ha no difficulty in irin hipments from manu 
facture! ind are x} t lit n pi ortl 

Boilers and Radiation 

her ] i ood det ad fe pl et ind pi ire 
firm Order for ip ! heir placed oon a 
contracts are signed in order to ire delivery of material 


when required 


CAMDEN MASTER PLUMBERS 
RIVERVIEW 


TO HOLD OUTING AT 
BEACH, N. J. 
The Master 


hold it 


Plumbers’ A 


annual 


ociation of Camden, N. J., 
will and picnic on Wednesday, 
August 15, at Riverview Beach, N. J the 
Official announcement just issued by Secretary Clarence M 


Scull. L 


outing 
according to 
C,. Simpson is chairman of 


outing committee 


CHICAGO MASTER PLUMBERS PLEASURE CLUB 
PLANS ANNUAL PICNIC 

The North and Northwest de Master Plumbers Pleasure 
Club, of Chicago, will hold it ial bash picnie and out 
ing on turd t 2 t t White House Inn 
Irving Park Boule rd and Rive Road, Kolze, Il Vo 
eltv race contest ame nd b ball, with ic, dane 
ing and refreshment ire on the da program Some 
members and their familie ! friend i reach the 
picnic round on the mornin vhile other Vill arrive 
on the cene in the afternoon 


HEATING AND SANITARY ENGINEERS OF UTAH 


PLAN OUTING AT SALTAIR 

Members of the tah State Association of Heating and 
Sanitary Engineer Will participate in general outing 
and ‘get together” at ltair, Utah, on Wednesday, Au 
gust 15 About two hundred are expected te attend the 
festivitic ind a banqnet vhie will be erved in the 
Ship Cafe Bathing in the Great Salt Lake and dancir 
will be the principal diversior t is probable that the 
event will be m iY nnu fair The committee in 
charge of arrangemer clude IV Dudley ecre 
tary of the associatior chairmat Charl Dietz, of the 
Dietz Plumbing Companys nd O. S. Walsh, of the Walsh 
Plumbing Compat 

Kk. O. Fineh, of Mankato, Kar purchased the 
plumbing busine of David Zimmerman in Glen Elder 
Kans., and will conduct the busine under his own name 
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ASSOCETATED MASTER PLUMBERS OF ROCHESTER, { led the meet and was entertained by the younge 
N.Y. SPEND A DAY EN “PLUMBERS PARADISHK"” er Frederick KE. Fladd, secretary of the 
ociation, addressed the women on the organization 
f R ter, N.Y 
j ; id 
1} Lake On 0 Vedn at 
4 1) | | ) 
|’ } | } ’ ’ ’ 
la ! ] () 0 i! ! est 
Mar Pur 1911 b ill group of 
’ ' 4 i ' ontir i 
where j t nd lar recre 
tion | ' l ol f t ol ire 
held } ‘ niet fal r to plumber 
tol 1 ir } lit Pay r. electr liehtir 
| ! nad ) ! ! 0 of the featur 
bers’ Parad les 
obtained fre ! pond | rect flor pot 
nt r 
() f ' ) Dp, wit 
ier nd f it 1 participated 
’ i tir I} } | prot nent 
| an } | 7 ! noon r Mr 
("r | 


At 





Rochester Master Plumbers 
Bath a Fy 









Annual 
Balloons.—tiIn Center: 


Day 


Rochester 


Outing. —At the 


r mem 


ot 


Top: 
Ampor 
Players 


The 


Baseball 





Children with 
Beach Clubhouse. — At the Bottom: 
in auxiliary in the afternoon and received their support 
in the movement Quoits, races and dancing were diver 
ions of the day and various prizes were won by both men 
ind women 
Supply house and manufacturers represented at tl 
outing included Crane Company, New York; Samuel 
Sloan & Co., Rochester, N. Y Thompson Iron Work 
Philadelphia; American Radiator Company, Buffalo; The 
Hunting Company, Rochester; United States Radiator Cor 
poration, Detroit, Mich 
August Weiland was chairman of the pienic committ 
and he was isted by Messrs. McFarland, Lauth, Geime! 
Saunders, Weider, Utz and Fladd 
At Rochester Master Plumbers’ Outing.—At the Top: Officers 
of the Association President T. J. Weider, Viee-President sae -. Harstick Heating Company of Memp! 
Me W. Utz, Seeretary Prederickh EB. Filadd and Trensurer H. M, Tenn... will soon move into its new building on Adams aventt 
aero epar epee ee yay hrlamae a mR TA pce ygae near Fourth street, Memphis The firm has been located 
Peathonee it 221 Jefferson street for some time 
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MASTER PLUMBERS OF BRONX ASSOCIATION ENJOY 
ANNUAL OUTING AT WHITESTONE, L. I. 


the 
Bronx Branch of the Master Plumbers Association of New 
York City embarked on the steamship Comet for 
Whitestone Landing, Whitestone, L. L., for 
outing. Families, salesmen and 
the party which left Clason Point for the picnic grounds 
Following the breakfast game in 
the plumbers claimed the honors, though an official score 


On Thursday morning, August 2, the members of 
Duer’s 
their annual 
friends were included in 


was a baseball which 


was not kept. Both sides finally used all their players and 
then the athletic contests commenced. 
Joseph W. Jr., executive 
National Association of Master 
New York, first in 
and were 


the 
Carr, 


Cannon, secretary of 


and H. J 
three-legged 


Plumbers, 
the 
pens Pp 
the 


home 
with 
first 


romped race 


presented fountain 


took 


Byrne, a 


Bronx plumber, honors in potato race and 





The Annual Outing of the Bronx Branch of the 
stone, L. LL, 


another 
the 


was presented with a fountain pen J. 


Bronxite, captured first the 
one-hundred yard dash H, J. Carr took first place, winning 


sahr, 


prize in shoe race. In 


an umbrella. 


. 


won by C. E. 


The running hop, step and jump event was 
Price. The bowling fans competed for three 
Breihoff, Schnizler the 
money respectively. 


cash prizes. and Rehm landed 


Other prizes awarded during the day included: Three 
Red Top Relief Valves to R. J. 
T. J. Byrne; Reed 
and a set of Toledo Stocks and Dies to A. 
and Harold Robilliard, 
White Toilet Seat to M. Jarvis; order for twenty-five dol 
lars’ worth of material to S 


Solovin and 
Box Stock 
Scavalone, J. 


Keesing, M. 


Combination Vise, No. 4 


Schweppenhauser respectively; 


Telley; six one quart cans of 


Never Leak to Harold Robilliard; Clayton & Lambert 
Torch to A. Scavalone. 

These plumbing prizes were donated by the Neptune 
Meter Company, Dimock & Fink Company, J. A. Sexauer 
Mfg. Co., J. D. Johnson Co., Inc., and G. A. Feld Com 


pany, all of New York City. 

The evening dinner included everything from clams to 
and the trip. 
Many widely known men of the trade were guests during 


the day, including Matthew J. Kennedy, president of the 


watermelons was followed by homeward 


Master Plumbers’ 
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New York State \ oclation Joh J Dixo irv of 
the New York State Association Joseph W. Cannon, J1 


executive 
Plumbers; A. J 
hattan 


secretary of the National Association of Master 
Brown, executive secretary of the 


Association 


PATERSON PLUMBING AND HEATING ENGINEERS 
SKE CONEY ESLAND 

For twenty veat the Master Plumbing nd Heating 
Engineers’ Mutual Protective Association, of Paterson 
N. J., has held its annual summer outing at Conev Is 
land, N. ¥ When Saturda August 4, rolled around 
ind it was time for the annual fun day of this associa 
tion, Stauch’s Hall in Coney was again the plac 

Members of the party left) Paterson on the train for 
New York, where they boarded boat for their d ina 
tion. The outing couldn't start properly until everyone 





Associntion of Greater New York City, Held at White- 
August 2, 1923 

hat was broken and thrown in the ocean oO thi an 
nual tradition was taken care of and. the arrived at 
Stauch’s minus head pieces but plus appetite \ lunch 
that was a lunch equalized the equation, and Steeple 
chase park, the pavilion of fun, was the next stop 

Here, there were hoots, human pool table human 
roulette wheels, whirlpools, horse race hooting gal 
leries Here was an opportunity for men to be kid 
again, and they were Robert F Ash, president, got 
into the rolling barrel, and could not get out Then 
the ocean was right across the board walk, and the 
water was fine Many tried it, all liked it 

Stauch’s had dinner waiting late in the afternoon, and 
the roll call showed not a missing member and no ea 
ualties beyond a few burned elbow torn clothe and 
lame backs All were hungry and there wa in army of 
waiters with plenty of food Tired but happy, they al 
voted the outing one grand suece 

Convention Date 
September 11 12, 13 and 14 1923 The eighteenth 


annual meeting of the American Society of Sanitary Engi 


neering, in lowa, with the 


Hotel Blackhawk, 


Davenport, headquarters at 
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At the Annual Outing of the Master Plumbers’ Association of 


August 11, 19 








an §. } & 











the Oranges, NV. J., Held July 26, as Reported in Last Week's 


Issue of “Domestic Engineering.’"—In Top Row: MW. M. Greenbaum, Newark, N. J.; W. J. Wheatley, East Orange; R. Glick- 
man, Newark; James Rogers, Newark; Edw. Bredehoft, Hartford, Conn; President Geo. H. Werner, Orange, N. J.—In 
Rottom Row; Past President and Postmaster Louis Streit, East Orange; W. H. MeKinney, Newark; Jos. E, Amorose, Orange; 


A. F. Newman, South Orange; C. G. Johnson, Philadelphia, and E. C, 


MAINE MASTER PLUMBERS’ ANNUAL OUTING 
Despite a two days’ rain immediately preceding the 
annual outing of the Maine State Master Plumbers’ Asso 
ciation, and an overcast sky on the day of the outing, 
more than a hundred members and guests braved the 
elements and journeyed to Island Park, in Lake Cobbosee 
contee, a short distance outside of Augusta, Me., for the 
fifteenth annual outing of the association, July 30 

The forenoon was passed informally when many ac 
quaintanceships were renewed The chicken dinner at 
noontime was the opening gun of the formal celebration 
and deserved all the good things which were said about 
it. This was served in the dining room of the Island Park 

Inn, with President L. G. Hatch, of Livermore Falls, as 
the presiding genius As the outing was a strictly play 
affair, no speeches were in order 

Under the direction of Fred FE. Wheeler, of Portland, a 
program of sports had been provided and these were run 
off after dinner 

Wheelbarrow race—lI. M 


The events and winners were 
Curtis, of Lewiston; prize, a 
plumber’s firepot 


Tire rolling contest for men Won by Robert Patterson, 


of Boston; second, FE. M. Perkins, of Lewiston; prizes, 
wrenches 
Tire rolling contest for ladies Won by Mrs. Arthur 


Bushy, of Waterville; second, Miss 


prizes, boxes of candy 


Kline, of Lewiston; 


One minute walking match --Won by John W. Silk, Jr 
second, Mrs 
Ralph Butts, of South Paris, prize, box of candy 


of Bar Harbor, prize, plumbers’ specialties; 


Opera glass rope walk--Won by E. M. Perkins, Lewis 


ton, prize, plumbers’ specialties; second, Mrs. Ellsworth 
Hayden, Portland, prize, box of candy 

Tub race— Won by Orland Orchard, of Augusta; prize, 
wrench 

One minute walk Won by E. M 
second, W. F. Mahaney, Biddeford; 
third, E. W 


Andrew F. Curtin, of Medford, prize, wrench 


Perkins, Lewston; 
prizes, plumbers’ spe 
fourth, 


cialties; Goss, Lewiston, prize, saw; 


Running race--Won by Robert Patterson, of Boston, 
prize, set of bathroom fixtures; second, Perey Quimby, 
Portland, prize, specialties; third, John W. Silk, Jr., Bar 
Harbor, prize, specialties 

Won by J. W. Silk, Jr., 
Bar Harbor, prize, wrench; second, EK. S. Reid, Augusta, 


third, M. H 


Free-for-all tire rolling contest 
prize, specialties; Myers, Portland, prize, 
specialties. 

Ladies’ guessing contest Won by Mrs. Ellsworth Hay 
den, Portland; prize, bathroom fixtures 


Willlams, Jersey City, N. J. 
One-legged race—-Won by J. W. Silk, Jr., Bar Harbor; 
prize, slate sink. 

Running race-—Won by Robert Patterson, Boston; prize, 
enameled sink. 

The prizes were donated by the Smith & Abbott Co., 
Cc. M. & H. T. Plummer Co., U. S. Radiator Corporation, 
American Radiator Company, Sheppard Company, Port 
land-Monson Slate Company, Blake-Rounds Supply Com 
pany and the J. A. Sexauer Company. 

The final contest was the tug-or-war between picked 
teams from the plumbers and salesmen. It was indeed 
hotly contested and lasted several minutes, the salesmen 
finally pulling the plumbers their way and winning a box 
of cigars. 

Dancing followed the sports program, practically every 
one participating both in the modern and square dances 

Former National Director Andrew F. Curtin, of Medford, 
Mass., has not missed any of the association outings of the 
Maine Association and he was given three rousing cheers 
when President Hatch announced his presence. 

General plans for the outing were in charge of Vice- 
Reid, of Augusta, assisted by Chris 
Donovan, of 


President Edwin §S. 
tian Madsen, of Portland, and Jeremiah 
Winthrop. 

Those present were: Mr. and Mrs. Philip J. 
Mr. and Mrs. Percy Quimby, Mr. and Mrs. Clyde Prouty, 
Mé. and Mrs. Ellsworth Hayden, Mr. and Mrs. Christian 
Madsen, Mr. and Mrs. M. H. Myers, Mr. and Mrs. J. H 
Duffy, Mr. and Mrs. F. A. Davis, Mr. and Mrs. F. E 
Wheeler, John W. Coleman, Miss Grace Donovan, Miss Ida 
Jackson, Mrs. Clyde Pierce, Clyde W. Pierce, Jr., E. A 
Wheeler, C. H. Tarr, Mrs. M. C. Tarr, Ralph Rich, C. § 
Foster and W. E. Nugent, all of Portland. 

John W. Silk, Jr., of Bar Harbor; John W. Kelly and 
Miss Madeline A. Kelly, of Gardiner; Mr. and Mrs. A. P 
Goodhue, of Belfast; J. E. Donovan and C, E. Donovan, 
of Winthrop; Mr. and Mrs. M. E. Downey and Mr. and 
Mrs. R. J. Goodwin, of Ellsworth; Mr. and Mrs. E. W 
Goss, Donald Goss, Robert Goss, Mr. and Mrs. T. W. Ker 
rigan and E. Q. Fradet, of Lewiston; Mr. and Mrs. C. E 
Morrill, I. M. Curtis and EK. M. Perkins, of Auburn; Mrs 
M. J. Wing, of Kingfield; Mr. and Mrs. P. R. Jordan, of 
Mechanic Falls; Mr. and Mrs. L. G. Hateh and Mr. and 
Mrs. S. W. Coolidge, of Livermore Falls; Mr. and Mrs 
W. F. Mahaney, of Biddeford; Mr. and Mrs. R. R. Butts, 
of South Paris; C. M. Taber, Mr. and Mrs. E. S. Reid, Mt 
and Mrs. J. J. Hennessey and Mr. and Mrs. Will C. Miller 
of Augusta; H. M. Cole, of Fairfield; Mr. and Mrs. Arthur 
sushy, Mr. and Mrs. J. H. Nickerson and H. A. Marshall 
of Waterville. 


McGowan, 


es 
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Massachusetts was represented by ex-President Andrew 
K, Curtin of the Massachusetts Association, of Medford 
Mrs. P. R MacNeil, EE. O 
Paul, Arthur Brackett and Mr. and Mrs 
Patterson, all of Boston 


Vr. and Jordan, D. K Brown 


George W Robert 


Vermont was represented by Mr. and Mrs. M. P. Murphy 


of St. Johnsbury 
NEW BUSINESS VENTURES 
B. KE. Strickland, former owner of the Strickland 
Plumbing Company in Chickasha, Okla has returned 
from eastern Texas, where he has been doing contract 


plumbing for the past two years, and will open a plumb 


ing business at S27 Minnesota avenue, Chickasha 


The Costar Heating & Plumbing Company has been 


incorporated to conduct a plumbing and heating busi 
ness at Charlotte, N. CC The firm is capitalized at 
$20,000, The incorporators are L. B. Costar, L. E 


Whaley. 


Heating 


Palmer and C. I, 
been incorporated 
2118 North 
The firm is capitalized at $5,000 
Walter §. Robert J 
Robzell and Bruce B. Robzell 


The Century Company has 
to conduct a heating contracting business at 
Clark street, 
The 
Kohn, Ignatz Swartz, J. lL. 


Chicago 
incorporators are Kehm, 


The Fryer Plumbing & Electric Company has been in 


corporated with a capital stock of $50,000, to conduct a 
plumbing and electrical business in Pawhuska, Okla. The 
are: W. C. Fryer, J. W Vera 


incorporators Keith, 


Sullivan. 


Dates of Trade Outings 


Associations are invited to send in dates and full information of their 
outings and picnics as early as possible. Publishing of this news well 
in advance will help to increase the interest and swell the attendance. 
1923.—-The Master 


Association of seach, 


August 15, annual outing of the 


Plumbers’ Camden, at Riverview 
N.. J. 
August 15, 1923. Utah 
tion of Heating and Sanitary Kngineers, at Saltair, Utah 
August 16, 1923 The Master 


Association of Roth’s 


Outing of the State Associa 


annual outing of the 
Plumbers’ Allentown, Pa., at J 
sungalow, Summit Lawn, Pa 
August 18, 1923 The 
Plumbers’ Association of 
Union Park, Maplewood, N. J. 
August 18, 1923 


Colo., 


Master 
Doerr’s 


outing of the 
City, N. J., at 


annual 
Jersey 


Annual good time picnic of the Colo 


rado Springs, Merchant Plumbers’ Association, in 


Cheyenne Canon 





The Annual Outing of the Brooklyn Heating Contractors’ Association, Held in Glenwood, L. 
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The eighteenth annual outing of the 
Trenton, N. J., at Hill 


road 


August 238, 1923 
Master 
Lake, on the 

August 25, 1923 The 
North and Northwest 


Club, at White 


Plumbers’ Association of 
wood Pennington 


annual outing of the Chicago 
Master 
Inn, Kolze, Hl 

August 25, The Master 
Plumbers’ Association of North Hudson, N. J., at Maywood 
Fairview, N. J 

August 25 
Heating 


Side Plumbers’ Pleasure 


House 
1923 annual outing of the 
Grove, 


1923 outing of the Sanitary and 


Toledo, O., the 


Island, 


Joint 


Engineers’ Association of local 


journeyman plumbers and supply men, at Sugar 
oO” , 


The annual outing of the Master 
Newark, N. J., at 


September 8, 
Plumbers’ Association of Hollywood 
Park, Maplewood, N. J 

September 22, 1923 ociation of 


Place to 


Outing of the <A 
Plumbing and Heating Salesmen of New Jersey 


be decided later. 


CONTRACTS AWARDED 


3438-44 Giles 


S500 000 


Hanley & Company, avenue, Chicago, 


awarded the plumbing and heating 
office building of S. W. Straus & Co.,, at 
Michigan The 


site is one of the most valuable pieces of property in the 


have been 


contract on the 


Jackson boulevard and avenue, Chicago 


middle west and the structure to be erected upon it will 


be twenty-three stories with a seven-story tower 


The Weinberg Plumbing & Heating Company, 108 East 


»Ist street, Chicago, ha $45 000 


received the plumbing 
Hotel 


northwest corner of Garfleld boulevard and 


$400,000 Dallager which is being 


eontract on the 
erected at the 


Michigan avenue. The hotel will have one hundred rooms 


M. J 


the $20,124.70 


Harmonay, of Yonkers, N. Y., has been awarded 


plumbing and drainage contract for the 


new Seventh Ward bath house now being built in that 
city 

The Dalla Plumbing Company, of Dallas, Tex., has 
the plumbing contract on the Municipal Golf Course club- 


house in that city 


Braley & McLaughlin, of Providence, R.L, have received 


the heating contract on Dr. G. W. Van Benschoten’s sum 


mer home at Rumstick Point, R. I, 


Joseph Kushner of Providence, R. I., has been awarded 


the plumbing contract on the new six-apartment building 


for Hvman Frank on Irving avenue, Providence 
Walker, of Jacksonville., Fla., have secured 


contract on the 


Chapman & 


the $4,000 plumbing new 


that 


heating and 


municipal golf clubhouse in city 


6,420» 
uf Wt OR” 


I., July 25, as Reported In Last 


oe: 
i 


« 
‘e ee 
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- . —. The THrusn Self 
Regulating System 
provides more efh 


=— | hap y cent hot water 
| ae : 
-. heating Installed 
| LAs) at low cost on old 
- 14 or new plants 
, t J 
4 













Another THRusH feature 
is the Thermostat made up of 
independent elements working in 
unison but not connected. A leak in one disc does not 
interrupt the working of the THRUSH System 


WRITE POR 


AMmshC 


PERU 
INDIANA 


CATAL 



































PUMP 
TALKS 


By A Pump Man 


No. 5 


Rubber Bearings 





The Rubber 





ian Did y ever get that sickening sensa 
Bearing tion which results from your automo 
bile skidding on a wet, slippery street 


Once she starts to slide, there is nothing 








to do but “‘let ‘er g until she feels like coming to a halt 
And why is this he principle is so simple, it seems a shame 
that machinery manufacturers have not put it to wor long 
before this The friction between wet rubber and = another 
mooth surface is less than between any other two surfaces; 
what better bearing for a machine could be used than 
ee which would be supplied a continual stream of 


rubber bearings on “‘Chicago-built’’ bilge pumps is 
the many things that shows our progressive spirit 
We always manage to keep a step or two ahead of the other 
fellow because we believe that only a leader can succeed in a big 
way. And we do want to make more and better pumps than 


anyone else 


You cannot get Rubber Bearings on 
any vertical pump but a “Chicago” 


CHICAGO PUMP COMPANY 


2332 Wolfram Street Chicago, II. 
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Charl Stuckie, of Orlando, Fla., has the plum}! 


contract on the theatre being constructed in that « 
by J. W. Phillips & Son 
The Engert & Long Company, 604 Asylum = aven 


Knoxville, Tenn., has been awarded the plumbing | 
heating contract on the store building being erected 


that city by the Swepson Estate. 


The J. C. Shuford Company, of Hickory, N. C } 


been awarded the plumbing and heating contracts on t} 
new teachers’ building being constructed in Hickory 
the Board of Education 


Ma 


contract ons the 


Fineberg, 66 Fremont avenue, Everett, 


the 


Victor 


las received plumbing and heating 


new five-story $300,000 apartment building at 1175-1174 
Boylston street, Boston, Mass. 

John Murphy, of Framingham, Mass., has the plumbing 
contract on the new seven-story addition to Mill No. 2 at 
the plant of the Hill Manufacturing Company in Lewiston 
Me 

J. F. Seannell, 452 Lexington avenue, New York City 
ha been awarded the plumbing and heating contract 
on the new $160,000 clubhouse building of the Long 
meadow Country Club, Inc., at Longmeadow, Mass 


Rich Plumbing Company, 2517 North Twenty 
Neb., the plumbing 
being Charles W 


The 


fourth 


TC 


street, Omaha, has received 


contract on four houses erected by 


Omaha 
531 


awarded 


Martin in 


I. Stokke, South Phillips avenue, Sioux Falls, S.D 


has been the plumbing, heating, ventilating and 


ewer contract on a high and grade school building in 
Hartford, S. D 

J. BE. Luddon, 38 Commercial street, Weymouth, Ma 
has the plumbing and heating contract on the almshouse 


which is to be erected on Essex street by the 


Weymouth 


building 


town of 


Hastorf & Lord, 371 Hawthorne avenue, Portland 
Ore., have the plumbing contract on the Broadway Bank 
building in that city 

The Western Plumbing Company, of St. Joseph, Mo 
has received the plumbing contract on a school building 
at King City, Mo 

S. J. Veltman, of Paris, Tenn., has the plumbing and 
heating contracts on the Wiggins clinie building in that 


City 

The W. A. Bradford Co., 
has the plumbing contract, and the T. A. 
Broadway, Mass., the heating 
$100,000 addition to the City Hospital on Whit 


5 Maple street, Quincy, Mass 
Rider Company 
sJoston, contract) on 
the new 

street, in Quiney. 
ie 


rec eived 


well 
has 


Franklin, N. H., 
the plumbing 


Cherrier, 333 Central 
the 
heating systems in the 


street, 


contract for remodeling and 


Franklin High School. 
Rowe Little, of Barnsdall, Okla., has received the plumb 
ing and heating contract on the high school in that city 


Andrew Nelson, 1257 Ashland avenue, St. Paul, Minn., 
has received the plumbing and heating contract on the 
theatre building of the St. Clair Amusement Company 


in that city. 
The 
street, 


Nast Fortiet! 


the 
elementary 


Plumbing Company, 324 
0. awarded 


Moses 


Poplowsky 
has been 


Cleveland 


Cleveland, 
the 


plumbing 
contract on school in 
that 

The 
nah, Ga., 
on an addition to the Collins Hotel in that city. 

D. J. Keating, 2042 Philadelphia 
has the plumbing contract and the Muench-Welamb Con 


city. 


Plumbing & Heating Company of Sayan 


Peerless 


has received the plumbing and heating contra 


Rittenhouse Square, 


<< — 





--— 
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pany, 135 North Twenty-second street, Philadelphia, the 
eating contract on a $200,000 apartment house being 
rected by the Main Realty Company in that city 

J. T. Morgan, of Charleston, W. Va., has received th: 
plumbing and heating contract on the Mountain State 
Hospital in that city 

J. J. Daley, 607 East Sixth street, Cincinnati, O., ha 
been awarded the plumbing contract on the Pilgrim Bap 
st Church in that city 


The Richard Murphy Plumbing Company, 420° Broad 
vay, Cincinnati, O., has received the plumbing contract on 
the building of the H. & T. Auto Company, lowa’ and 
Morgan streets, Cincinnati 

James J. Doud, 237 Main street, Cincinnati, O., has been 
uwarded a $6,700 plumbing contract on the new dormi 
tory for the Hebrew Union College in Cincinnati 

Charles Hahn, of Lewiston, Idaho, has been awarded 
the plumbing contract on a dormitory for the Lewiston 
State Normal 

Ed. Lyon, of Snohomish, Wash., has been awarded the 
plumbing and heating contract on a high school in. that 
cry. 

The Farrell Heating & Plumbing Company, 25 Tlouston 
treet, Atlanta, Ga., has a $100,000 plumbing and heating 
contract on the Riches store building in that city Thi 
firm has also been awarded the plumbing contract on the 
the Boys’ High School in Atlanta 
Woelfel Brothers, 3528S Warsaw avenue, Cincinnati, 
have received the plumbing contract on the residence of 


\. S. Gilsey, 300 Sargent street, in that city 
PURE WATER 


he What 1 
Pupil { waterfall going up.’ 

Additions to cost $112,000 are being planned by the 
water-works department of Winfield, Kan 

Another well is soon to be added to the water supply 
department of Cresco, Ta 

A new hard water well and an artesian well are con 
templated as an addition to the water-works department 
of Ellendale, N. D 

















The Business Home of the Plumbing and Heating Supply 
House of the Carman-Thompson Co., of Lewiston, Maine, 
Which Recently Celebrated Its Thirty-fifth Birthday 
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Ve Burnhasr ! ( long fire 

(rave 

, i 
because the re so long, tiie 

bills are so short. 

ever had anyone kick beeau t] 


is too short 


yorer Spiny 


IRVINGTON NEW YORK 


Representatives in all 
Principal Cities 


Canadian Office 


Harbor Commission Bld®., Torrone. 








The best features of all hot 1 0 max Salas ah. 
water heaters combined in 


mediately. 


A vote is about to be ta \ ‘ ) 


THE 


OHIO 


Cast iron jacket fits 
snugly around coils, 
forcing flames directly gallon 
through them. Dou- 4 
ble coils of best grade, 
seamless copper tub- 
ing. Powerful burner awarded 
of whirling type, with | \ - n00 
side or bottom connec 
tion. Drip cup, new 
and improved design, First steps to have city water installed in W 
hangs from burner | ‘ 
Finished in gray in- 
destructible enamel or 
black japan. Guaeran | nvestigated the possibilit of a tim) beds laid 
teed to be mechanically he Portsmouth side of ft} Misninth sivar thé 4 9 
perfect and to give 
satisfactory service 


york tank 


ae a ae RES, 


Itration plant ji to } led 


tem of Fort Ann, N.Y cont 


oo ag 


to the water-work tem of Huntington Park. ¢ 


mons of the communit 1] on the citv manager 


idle The main Which the committee propo = 
laid under the river from Port Norfolk t Weet Nor 


vould cost $40,000 


Sells at a price that nets you a sub- 


stantial profit and the three sizes will | COLORADO SPRINGS PLUMBERS PERAN PRONTO EN 
meet every requirement of your trade. CHEYENNE CANON 
Your jobber will quote you 
The Colorado Spring (Colo.) Mere nt Plu yey 
oclation will hold its annual good time picnie at tl 


The Ohio Heater Co. i osama pt 


Columbus, Ohio a 


mbers, their families and friends will atte: the ¢ 


ind arrangements are being made for at 








SEE OOOO SSO OOOO OO OOOO SS in charge of the pienic plan j D1 Flatt. Clare! 


and F. BE. Bumstead 


| MOHAWK VALLEY PLUMBING AND HEATING CON. 











| 
| TRACTORS CLAMBAKE 
} More than one hundred and seventy-five plumbir 
heating contractor of the Mohawt Vall ,. New \ 
state, enjoyed their annual clambake re ntly at Mill 
| Grove, near Ilion, N. ¥ Charles Nagle, of Ilion, chair 
of the refreshments committee, directed the erving 
} luncheon at noon and at 4 o'clock the big bake wa 
| before the pleasure eeker Due to the extremes oO 
t} ' 
i} ah i weather no athletic events nor contests were held, but 
| The Return Trap DeLuxe | yg 
l | day was spent enjoying the shade of the big trees and 
i} 2. Thermo Nickel Return the exchange of pleasantric The committee in el 
i} is the only device of its | . 
ded with @ non-corr included James Larkin, Charles J sarber, John M 
} Biv k and this feature is of i! ‘ ‘ 
i ; saan’ to. Wnatitd a and James Malone 
i] tractors e¢ condensa 
| ' t wiler whether . 
1 e rad rs ly valve is open or NEPTUNE METER CO. WORKERS AND FE AMILIES 
sed and positively prevents damage . -_ : 
' : — ENJOY OUTING IN CONNECTICUT 


neation being held by the vacuum 
& 


The price of the No. 2. Thermo Nickel IK 

Amplo ‘ ig | ( | t 
earg gg x ot ggg cei ora iploye of th Long Island City plant of the 
t lary type f tray Ask your } tune Meter Co., New York City enioved 1 dav of 








| di 
i} jobber or get in touch with us | . 
| i} with their families at Roton Point, Conn., on 


| O-ESPECIALTY MFG.CO. \ugust 4. The company chartered a boat to eart 


party of 1,427 people from the Queensboro Bat 


| 
| to the heating plant due to the con 
i 
| 


10 Keefe Avenue 


| MILWAUKEE A WISCONSIN minal to the amusement park at Roton Point, and 

they arrived there at noon a day of frolic wa ! 
pa ress. Rides for the children, bathing and sport 

j — amenmanaitil and a baseball game between the Neptune Mets 


and the Oakland Motor Service Station ke 
— busy all the time The ball game ended in a 
tie Families brought basket lunches and 1 


one of the biggest outings of the vear 
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SWIMMING POOL NEWS 
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4 





Svuimming Poot of the Reerention Club of Lindsborg, Kansas. 


From Photo by William Hagstrom 


rh cit Co nission of Jacksonville, Fla., recently 
ted to pave {10 000 in a new budget to be submitted 
the eouncil for the construetion of municipal swim 
ing pool in Riverside and Fairfield The movement 
de { the ‘ of tl nunicipal pool recently opened 
i prir eld at Seventh street and Boulevard 
Paper ' bedit cirenlated at Port Allegany Pa., to 
funds for tl onstl tion of a swimming pool on 
dinner Creek, on the John Carlson farm Considerable 
onev has alread been raised and construction of the 
ol will probably tart soon 
I ploy ol tl tchisen, Topeka & Santa Fe Rail 
idsoaf n Bernardino, Calif., have started a drive to 
{ oo0 to build a natatorium with plunge J. § 
1 president of the Santa Fe club, whieh is pro 
motin tl ari 
KExeavation on a municipal swimming pool at Wheat 
ind, Wvyo., has been commenced under the direction of 
i committee appointed by the Lions Club. of that city 
| pool will be provided with both inlet and outlet con 
tion vith Canal No. 2 in that city The dimensions 
Il be 100x200 Tt depth range from three to 
1 fe 
L si in toat Prospect Hill, Altoona, Pa., has 
I t tha Cllizen of the west side of 
Oo! | " do owith city councilmen relative 
li of on for the accommodation of west 
meople 
n Run proprietor of Springwater Resort near 
kport, Mo planni the construction of a concrete 
! pool | below the natural body of water which 
vated at his resort There is a natural depression 
1} road this place, and Mr. Rundle thinks little 
and expense will be needed to transform it into a 
! ! | ill 
| 1 { Natatorium Company, of lowa City, Ta 
| ted at Wimming pool at the northwest 
oO | el park The pool is 120x20 ft., and i 
t ! its deepe point 
Orlean Lit is to have a new Wwimming pool 
be one of the largest and most elaborate In 
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Rutland 


USEFUL PRODUCTS 


KRING 





HE profit on all Rutland Products 
is excellent. Whether it be profit 
from direct use in your own operations 
or in repeat sales to the retail trade, 
Rutland Products are indeed profitable 


Plastic Stove Lining 


AN easy-to-use plastic lining made of 
Asbestos, Rutland Fire Clay, and 
other Minerals, for repairing and re 
placing stove brick or cast iron linings 
in stoves or furnaces. 


Boiler Covering 


SOLD dry; just add water. This is a 
remarkable insulator of high-grade 
that has an unusual covering capacity 
and is made of the best Canadian 
Asbestos without lime. 





Pipe Joint Cement 


HERE is a product combining the 
qualities of a graphite and lead cement 
that makés a perfect joint but permits 
taking the joint apart without break 
ing the fitting. 


Waste Pipe Cleaner 


THIS is the strongest alkali on the 
market and is a most powerful cleaner. 
It’s too strong for ordinary use, but for 


the mechanic who understands han 
dling, it fills the ‘cleaning out’’ bill 
perfectly. 

Rutland No. 4 Cement 
COMES in two forms, No. 4 Plastic 
and No. 4 Liquid, made of best 
Canadian Asbestos and natural As 
phalt. There isn’t a drop of tar in 
Rutland. No better cover for any 


kind of roof; ideal for patching 


Will you write for samples 
and more detailed informa- 
tion? Write now. It will lead 
to something mutually 
profitable. 


RUTLAND FIRE CLAY COMPANY 
Rutland, Vermont 


Rutlan 
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Somerville 


(S. 1. W.) 


Soil Pipe and 


Fittings 


Are mechanically correct 
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The Climax 
Cellar 


Drainer 


Why use 





uncertain and costly water- 


proofing of cement, asphalt, tar, etc., 


when the 
positive, 


CLIMAX Cellar Drainer is so 


dependable and inexpensive? 


The CLIMAX is usually installed in the 


end; why try something else in the be- 


ginning? 





BALTIMORE. MD 


Rialto Building, Deekum Building 


Pacific Coast Agents: San Francisco, Cal. Portland, Ore. 


Wm. P. Horn Co. 


Kerchoff Building, L. C. Smith Building, 
Los Angeles, Cal. Seattle, Wash. 
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the South O. F. Whittle, of Birmingham, Ala., a 
president of Whittle Brothers’ system of pleasure resor 
announced that the “Cascade Plunge” will be one 
the principal features of a new resort at New Orleat 
The cost will be approximately $500,000 and work w 
mamenced on the pool within a few weeks. Plar 


provide for a mammoth concrete swimming pool to 


mmodate 4,000 bathers, and a tiltration plant and pum; 
ing system which will change the water every few hour 
Dressing rooms with individual hot and cold showers 
large dining pavilion and other attractions will be in 
luded in the project. 

Citizens of Astoria, Ill., are discussing the possibiliti: 
in building a swimming pool and utilizing mineral wate: 
vhich pour from a large well drilled by unsuccessful oil 
men The well was capped off and only a small stream 
of water is permitted to escape Much is claimed for 
the water in a medicina! way, both by analysis and by 
people who have used it for different ailments. It is 
thought that the construction of a pool would cause the 

tablishment of a sanitarium and health resort. The size 
of the pool will not be less than 100x300 ft. 

\ concrete swimming pool is being constructed in Matter 
Park at Marion, Ind. 


AMONG THE WOMEN’S AUXILIARIES 


Twenty-six women attended the picnic held by the 
Women’s Auxiliary of the Master Plumbers’ Association of 
Pittsburgh, Pa., July 26 After a luncheon served by Mrs 
Mary Aiken, the afternoon was spent playing cards and 
other games. Mrs. J. H. Keane, assisted by Mr. J. Leubin 
and Mrs. James Digby, were in charge. 


At the last meeting of the Women’s Auxiliary in Kansa 


Citv, Mo., Mrs. FE. Kuebler, the second vice-president, was 


presented a beautiful bouquet, as the day was her twenty 
second wedding anniversary. 


THIS AND THAT—HERE AND THERE 


Ed Harris, a master plumber of Salt Lake City, Utah, has 
just returned from a vacation trip to Bryce Canyon, Utah 

J. W. Dudley, secretary of the Will Rees Plumbing 
Company, Salt Lake City, Utah, has returned to his office 
after a three weeks’ tour through the intermountain 
country 

Alvin W. Bahn, a master plumber of Chicago, has re 
turned from a motor trip through the East, following his 
attendance at the convention at Atlantic City. He motored 
through New York and Pennsylvania and visited Niagara 
Falls, Buffalo and Toledo His wife and family accom 
panied him. 

H. H. Longabaugh, of Argo, Ill., has sold his plumbing 
business and home and will go to Los Angeles, Calit 
where he may open a plumbing establishment. He ha 
conducted a plumbing and heating business in Argo for 
ixteen years 

William F. Wilder, of the plumbing firm of H. H. Wilde! 
& Company, 129 Middle street, Lowell, Mass., narrowl} 
escaped death recently when a touring car in which he 
was riding was struck by another automobile on the stat: 
road in Tewsbury, Mass Mr. Wilder was pinned beneatli 
the car, sustaining severe bruises and suffering fro! 
shock, but is recovering. 

Jesse Smith, city plumbing inspector of Nashville, Ten: 
has tendered his resignation, effective August 1. 

William F. Knauss, a master plumber of Chicago 
cently returned from a sightseeing tour to Washingtor 
D. C., and Philadelphi 


~t = 
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PUBLIC HEALTH 


“ever know a sei t n stri We vhat ’ 
ponds ¢ cwers nm Havana, Cuba, the sé enders and 
n, have gone ona stri and five hundred nzucls dard 
three hundred and fift tate troopers, have taken their ¢ 
identally, a comparison of the stat f pul 
United States and Cuba is enlightenn 


Plans are being prepared by Glen Rock, Ridgewood, 
N. J., for a pumping plant to be used in connection with 
extensions in the sewerage system. The estimated cost 
of the improvements is $55,000 

Plans for a filtration and waste disposal plant will be 
ent by the State Conservation Department of Michigan 
to James Oliver Curwood, Owosso, Mich., author, for use 
in connection with the operation of a creamery in which 
Curwood is interested. The department recently ordered 
this creamery to stop alleged pollution of an adjacent 
stream, and then Curwood suggested that the department 
provide the concern with plans for a filtration and waste 
disposal plant. 

The Board of Public Works, South Milwaukee, Wis., is 
taking bids for the construction and equipment of a sew- 
age disposal plant, estimated to cost $35,000 

Grove City, Pa., is starting work on a sewage disposal 
plant. Because all bids opened averaged $7,000 above the 
estimate, the city is building the plant without the aid of 
contractors. In preparation for the plant’s erection, the 
city has built within the last two years an interceptor 
sewer to the place of building. This huge tile duct con 
nects up the various sewers of the city. 

The city of Waukegan, IIl., will again employ a plumb 
ing inspector. The city council recently received com- 
plaint regarding much of the plumbing work done in 
Waukegan in recent years, and as a safeguard to health 
it is planned to provide an inspector. The position was 
abolished some time ago. 

The new sewage disposal ptant for the city of Denton, 
Tex., will be turned over to the city and placed in use 
soon. The plant will care for a population of 30,000 peo- 
ple. Its approximate cost was $45,000. The plant is 
one of the most modern in that section of the country, and 
the capacity can be increased to any desired amount by 
the erection of additional units. 

Kight plumbing concerns of Dallas, Tex., recently rec 
ommended that the salaries of two assistant plumbing 
inspectors be increased from $175 to $200 a month. 

Camden, N. J., needs a city sewage disposal plant, ac- 
cording to Dr. Thomas B. Lee, Camden physician, who was 
recently elected president of the New Jersey State Board 
of Health. The combined boards of Pennsylvania and New 
Jersey have for some time been faced with a serious health 
problem—the pollution of the Delaware River by the 


sewer drainage from the various cities which line its 


9. 
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A Dispiny Window of the Haskell Plumbing Co., Dallas, Tex., 
Featuring Hot Water Heaters 
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tristo Basin Cock 


Haysco Bath Cock 


Bath and Basin Cocks 
of Harmonious Design 


Haysco bath cock and Aristo basin cock are 
of the same design. Used together they 
make unusually attractive bathroom fix 
tures. 


Haysco bath cock has adjustable flanges. 
Stems are recessed for seat washers and 
dome bonnet contains asbestos packing. 
Convenient to install and make satisfied 
customers. Also furnished with china lever 
handle or with four prong all china handle. 


Aristo basin cock has long, heavy shanks, 
liberal waterway and lock nuts and coup 
ling nut are heavily designed. Packed 
one pair in a carton. No repacking or 
danger of mars or scratches in shipping. 


Both Haysco bath cock and Aristo 

basin cock handles are broached 

so that index isalwaysright. Order 
through your jobber 


The Hays Manufacturing Co. 


Erie, Pennsylvania 
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2,800 Worthington Burners 
In Greater Kansas City 


Dealers Have Been Appointed In 





“hbo 200 Principal Cities—Now 
Beginning Seventh Season 
Worthington dealers are scattered from 
coast to coast. Homes of citizens in In- 
dianapolis, Toledo, St. Louis, Kansas 
City, Des Moines, Providence, ‘Bridge- 
port,Omaha &nd other progressive cities 
are being heated with oil used in Worth- 
ington Burners. 

The Worthington is a practical gravity 
burner, built to use 38 to 40 distillate. It 
is installed in large stoves, furnaces and 














steam and hot water plants. Simplicity 
marks its principle of combustion by 
which oil-gas is mixed with pre-heated 
air in just the correct proportion to se- 
deamber cure the utmost economy. All heat is 
Gas injected intocom- directed immediately to the side walls. 
buation chambe tof ° 
2. fal Clinch opening» _—sENStallation is quickandsimple. Burner 
built to last. 


Ali heat thrown direct 
3. ly to side walis of heat 
ing plant 
Seventh Success[{u a 
@ son 
More than 26) burners 
5. in Greater Kansas City 
with dealers in 200 prin 
cipal cities of the country 


Largest gravity oi! bur- 
@ ner company selling ex 


clusively through legit 


Seven Points 


1 Oil ia generated into a 
dry oi)-gas before same 
@ reache 


es combustion 


is made of sturdy material 
Exclusive Dealers aie now being ap- 
pointed in cities where we have norep- 
resentation. The margin of profitis ex- 
tremely liberal. Sales help in the form 
of newspaper advertising is given. Com- 
plete installation and sales instructions—the 
result of6 years’ experience—guide the dealer 
imate dealer channels If you want to join the dealer organization 

ofan old and conservative oil burner com 


Have be en heating from 
7 5 to 125 rooms for six pany, write us today. Dealer prices quoted 
e years only to responsible concerns of standing 


WORTHINGION 


Oil Burner Company 


1322 McGEE STREET — KANSAS CITY, MO. 














Blake 
Patent 


Roof 
Fittings 


As It Looks When Installed 


This is the only fitting that can be calked or cemented to root 
and made absolutely water-tight joint Saves time and material 
Notice markings or grooves where fitting can be cut to fit pitch 
of roof, 

Galvanized sheet iron, sheet copper or sheet lead can be used 
in any size desired. Simply cut hole in it and turn edge down 
into roof joint, then place your piece of pipe into it and calk 
it all in. No leak is possible, and you use up your scrap pipe 
and scrap sheet 

Made in different sizes, and with spigot, or hub ends, als 
tapped. 


Soil Pipe through roof 
P.x 2in 
. spigot x Sin 
. spigot 
. spigot 
. spigot 





x 
x 
x 





x 
. spigot x 2in 
spigot x 4in 
. spigot « 6 in. 


Nee NN Se eh 





ee ee ee ee ee 





o 


A trial will convince you of their worth 


Order a Sample Lot from your jobber 


Blake Specialty Co., Rock Island, Ill. 
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bank Trenton, N. J., is now the northermost city n 


the Delaware which has no disposal plant Trenton, he 


ver, has agreed to build one, and has only to decide 


tvpe of plant shall be used. Philadelphia has alre; 


ppropriated $3,000,000 for the construction of a plant 


vhich will care for the present pollution from that side 


of the river If Camden does not voluntarily assume the 


obligation to do likewise, a compulsory order may be 


issued by the State Under the present system, raw se 


drained into the Delaware through a series of 


parallel pipes from the different sections of the city It 
probable that these outlets could be connected into one 
irge ripe, 


which would carry the drainage to the d 


posal plant of a few acres located either to the north or 


outh of Camden, according to the recommendations of 


the city engineer 


The county board of health at Wilmington, Del., has 
authorized the county welfare officer to request the state 
board of health to send a sanitary engineer to Wilming 
ton to make recommendations and plans for the solution 
of the sewage problem in the eastern part of the city 
Harmless fluid poured into Lake 
plants of 


growths on the lake bed, 


Michigan by large 


manufacturing Chicago as well as. natural 


vegetable account for a ‘fishy 


taste” in Chicago’s drinking water, which many recent 


complaints attribute to an overchlorination of the water 
by the Chemicat 
Chicago dispose of coal tar and acids 
waste from Waukegan, IL, 
lake According to Chieago 
Herman N 


health department plants in South 
into the sewers, and 
tanneries finds its way to the 
Health Commissioner Dr 
Bundesen, chlorine dosages in the city water 
have been lower for the last month than for the six months 
preceding Hundreds of tests have 


been made regularly 


and it has been found that the strange taste of the water 


comes from the presence of harmless material in the lake 
The city of Harrison, N. Y., will add a new unit to its 


disposal plant, comprising a settling tank or “digester,’ 


i andcatcher” for the present unit and other equipment 


outlined on the improvement program Bids will be re 
ceived soon for the construction of the second unit of a 
new sewage vstem at Portsmouth, Va A contract ha 
been awarded for the first unit or discharging line in 


Wythe 


to get under way at once 


street, and the work on this section is expected 
Specifications are now being 


prepared on suction lines, the pumping station and wells 


UNUSUAL EXPERIENCE No. 3 
Hohat inal experience hav u had in the plumbing or heato 
t would be interesting reading. And not only interesti 
l he the trade. Whatever unusual or interest 
u have had, tell us about it. This is Experies 
\ } Vake ur t:xperience No. 4 


On October 28, 1913, at Frederick, Oklahoma, 
men were working in a brick-lined well, 
deep and twenty feet in diameter. 


seven 
forty-five feet 
Suddenly the side of 
the wall caved in and a mass of machinery, timbers, sand 
and other debris fell on the workmen, instantly killing five 
of them. The two others, badly injured, 


beneath the 


were imprisoned 
debris Charles Zolninger, a plumber, and 
two laborers attempted a rescue and succeeded in releasins 
one of the two A second cave-in occurred and one of 
the rescuers gave up utterly exhausted. A farmer volun 


teered aid and after hours of hard labor Zolninger and 


his companions effected the rescue They had worked 
valiantly, and at times crying with weariness and despait 
Zolninger was awarded the only Carnegie gold medal eve! 
given a plumber His companion also received a gold 
medal, and both medals were accompanied with sums of 


money Only eighteen gold medals have been awarded 


—=_—— 
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THE TROUBLE SHOOTER 





THE INCOMPARABLE 


[NIEDECKEN SHOWERS 


PATENTED 


The trouble shooter is a very necessary man in many 
modern organizations. The more improvements we make 
and the more complex life becomes, the more need there 
is for the trouble shooter. In fact, the kinds of business . 
that do not need trouble shooters are becoming scarce Showing the 


The science of plumbing and heating has been advance 
ing so rapidly and has had so many growing pains that 
the trouble shooting in this fleld is becoming quite an 


oceupation. Which Regulates 
Take built-in bathtubs, for instance It is said that w 
ninety-five per cent of new installations are now of that Flo or Pressure 
kind. Most people insist upon having them, but they have of Water 
brought their troubles as well as their joys. F 
rom the Shower Head 


Of course, a built-in bathtub has to be installed imme 
diately after the roughing in is completed so as to permit 


the tile flooring to be laid and the tile or plaster walls to 





be finished or composition flooring to be put in. 

The master plumber is, of course, particular to see 
that the bathtub is without defects of any kind when it is 
installed, and he covers it to protect it from the workmen 
who will follow him in finishing the building But when 
he returns to finish the plumbing, he finds the tub scratched 
or chipped or worse. In some cases, evidence is left show 
ing that acid buckets have been put into the bathtubs 
There are scratches, the enamel is broken, or there may 











be other injuries. But the master plumber agreed to = 


deliver a perfect tub. So the trouble begins and the trouble FLOW CONTROL 


shooter has to get on the job. The trouble shooter finds, 
¥ <telpesg ae pA “ for Concealed Type of Shower 
however, that the contract calls for a bathtub in perfect 


condition on the day when the building is finally accepted. 





The master plumbers of California are pretty good 
trouble shooters. When they go gunning for trouble, they 
generally bring it back in a bag, either dead for all time 
or tied up so that it cannot do much harm. So when the 
trouble described in the foregoing was brought to their 
attention, they got together, and after a preamble of sev 
eral whereas’s which describe the conditions mentioned 
herein as well as some others, they decided: 

“That hereafter in all cases where the specifications es 
and contract call for the installation of built-in fixtures, 
especially bathtubs, the following clauses or their sub 


stantial substitutes shall be written in and made a part FLOW CONTROL 


of the plumbing contract 











for Exposed Type of Shower 


“A It is agreed that the terms ‘perfect,’ ‘imperfect,’ 
and ‘defective,’ as herein used, shall be defined in ac 


The 
LOCK SHIELD FLOW CONTROL 


is operated with a screw driver and can not 
be tampered with 


Showers that are intended for use in Hotels, 
Schools, Clubs, Industrial Plants Etc. are 
fitted with this type 


NIEDECKEN SHOWERS 


are regularly equipped with 
FLOW CONTROL 


— 
pj 
== 
caso] 
= 
= 


f} 
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, Write for Bulletin D. 10X 
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HOFFMANN & BILLINGS MFG.Co. 


~~ « 1656 
miu wu. s. 











Here Is the Pince of Business and Residence of Henry J. 
Schaefer, Plumbing and Heating Contractor of Algiers, La. 
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YORK HEATERS 





This square sectional steam boiler has a capacity of 2,900 
to 7,975 square feet. It is noted for its exceptional fire 
travel, efficient direct heating surface, perfect circulation, 
fuel economy and conservative rating. 


low water line, 


ABENDROTH BROTHERS 


Established 1840 
PORT CHESTER NEW YORK 


Manufacturers also of coal and gas ranges, soil pipe and & 
fittings, and heaters for every requirement 








Summer Profits 


Turn those sluggish air bound 
low pressure steam jobs into 


Air Line Vacuum Systems 


simply by replacing the old air 
valves and connecting up to 


PEEDEE-HE 


IN THE BASEMENT 


“SPEEDEE-HEET"” is for the systems of 500 to 
5000 sq. ft. of radiation. Pick out one of those 
sluggish air bound jobs that didn’t ‘‘deliver the 
goods” last winter—then sit right down and write 
to us about it. 


Lebanon Machine Co., Inc. 


FACTORY AT 


LEBANON, NEW HAMPSHIRE 


New England Office: 
136 Federal St., 
Boston, Mass. 


New York Office: 
98 Park Place 
New York City 
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the definition set forth in that which 


the ‘manufacturers’ guarantee.’ 


cordance with 
known as 
installation of the built-in bathtubs 

the contracting plumber shall thor 


before they are tiled 


B After the 
other built-in fixtures 
oughly clean and examine them 
or plastered in, and he shall give written notification to th: 
owner's representative, that 


architect, the owner or the 


the bathtubs are ready for inspection. 
“Cc If within five days of the receipt of this notifica 
tions, the architect, owner or owner's representative shal] 
the contracting plumber to 
that the bath 


and ar 


notified 
shall be 
inspection 


not have in writing 


the contrary, then it understood 
satisfactory 


imperfection 


submitted for are 
that all 


and defects are waived 


tubs 


accepted, and claims for damage, 


It is provided, however: 


ae | That if the architect, the owner, or the owner’ 
representative is dissatisfied with the quality or with 
the installation of the bathtubs installed, then written 
notification stating the nature of the dissatisfaction shall 


be submitted in writing within five days to the contract 
ing plumber, and upon receipt of such notice, such faults 
are complained of and such corrections 


provided for under 


of installation as 
by substitution of bathtubs as are 
the manufacturers’ guarantee, shall be made by the con 
tracting plumber without additional cost to the owner. 
“E And it is further provided that if within one year 
the built-in tubs, the architect, the 


make a claim 


after the enclosure of 
owner or the owner's representative shall 


that any of the said bathtubs has a manufacturer’s defect 


and that the manufacturer who supplied said tub agrees 
that said defect exists and furnished a new tub to sub 


stitute the defective free of cost to the owner, then 
in this event, and upon receiving written notification from 


one 


the architect, the owner or the owner’s representative, the 
contracting plumber shall, in conjunction with the manu 
facturer, install such new tub without cost to the owner, 
or circumstances, shall the con 


tile or 


but under no conditions 


tracting plumber be under obligation to replace 


plaster work in connection therewith or to defray any 
expenses thereof.”’ 

The resolution was passed by the California State 
Master Plumbers’ Association. They went gunning for 


this particular trouble and they think it is pretty dead 


They also took it to Atlantic City and submitted it to the 
National Convention. It was also passed by that body 
Incidentally, it might be mentioned that most master 


plumbers who want to be up to date, are keeping an ear 
West 
of the trouble shooters of California. 


open to the and are awaiting further achievements 


J. H. THOMPSON SPEAKER AT CINCINNATI MEETING 


J. H. Thompson, of Elyria, O., honorary member of 
the Ohio Master Plumbers’ Association, was the guest and 
speaker at the monthly meeting of the Cincinnati Mas 
Association held on Thursday evening, Au 
draft suitable 


one of Cin 


ter Plumbers’ 
9 \ 
resolutions on the 


appointed to 
Niemes, 
The 
avenue, 


committee 
death of 
leading 


gust was 
Henry 
firm of Al 


Cincin 


members 


3020 


cinnati Association's 
fred EF. Stech & 
nati, was admitted into membership in the Association at 


Company, Scioto 


this meeting. 


PLAN REFRIGERATING ENGINEERS’ ANNUAL 
CONVENTION 


rf 


are being National Association 
Refrigerating Engineers for its 


Memphis, Tenn., 


Plans made by the 


Practical fourteenth an 
nual convention to be held at Decembe! 


12 to 15 
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HEATING DEPARTMENT 


1,462,499 Draft-Regulating Device Peter Thomsen, 
Cassel, Germany, assignor to Schmidt’sche 
Gesellshaft m. b. H., Cassel-Wilhelmshohe, Germany In 


a boiler or the like, a structure having tubes arranged 


Heissdampft 


in a plurality of groups, a chamber divided into separate 
compartments each communicating with the tubes of one 
group, draft devices connected with the respective com 
partments, and means for controlling said draft devices 


* * * 
1,462,834 Valve. Alfred Stenwall, Kewanee, IIL, as 
signor to Walworth Manufacturing Company, Boston, 
Mass In a valve having a valve stem, packing around 


the stem and a packing-retaining member movable into 





1,462,834 1.462.698 


an out-of-the-way position on the stem during the pack 
ing of the valve, the combination therewith of means 
for holding said member in an out-of-the-way position 


on said stem during the packing of the valve 


+ * . 
1,462,698. Pipe Coupling. Rodger F. Haughey, Me 


Keesport, Pa In a flange pipe coupling, the combination 
with a pair of pipes having flanges at their meeting ends, 
of a clamp formed of small segments alternately engaging 
the opposite outer faces of the flanges and arranged in 
staggered relationship with each other, the ends of each 
segment overlapping the adjacent ends of a pair of ad 
jacent segments on the opposite side of the flanges, a 
rigid retaining ring arranged between the flanges, and 
clamping bolts extending through the retaining ring and 
the ends of the clamping segments 
* oa + 
1,462,924. Ventilator. Grover C. Walker, Chicago, Ill 
\ ventilator of the character described including a tu 
bular duct having flaring open ends and having a longitudin 
ally extending opening at its rear wall, a rectangular casing 
extending from said opening and engaged with the rear 








=: - if 
SE a a 
$462,004. °° 


wall, a hollow supporting frame through which the outer 
end of said casing extends and to which it is connected, 
a series of pivotally supported shutters mounted within 
aid casing, and means for coincidently adjusting the shut 
ters, the supporting frame having parallel, downwardly 


extending flanges on its lower edge adapted to receive 


a window between them. 
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10 Products 


Wt MAKE a tull line of Steam 
Valves, Engine and Boiler ‘Urim- 
mings, Bath Cocks, Basin Cocks, 
and Plumbers’ Brass Goods. CAPI- 
TOL products are made to give service 
and satisfaction. Write tor our Cata- 
log No. 12, which fully tlustrates and 
describes the entire CAPTTOL line. 


Radiator Valves 





dur Radiator Valves have been standard 
t ta rte ta ntut Mia in 
rad k typ \| Crate 
Check, Pop and Lavator Va 
\ better valwe mad than 
sill tind an tl CAPIIOL | 
When in the market. tor ilves 
| re to ¢ ler the CAPTLOL 
| 


Combination 
Sink Bibb 


No. 41 





Laundry 
Tray 
Bibbs 


No. 420 (Patent applied for 


Detroit Mich. 





Always Satisf / 





Capitol Brass Works 











Pierce Smokeless 
Updraft Boiler 


CAPACITIES 
From 1400 to 10,000 Steam 


From 2325 to 16,650 Water 


Order from us or through your local jobber 


Pierce, Butler & Pierce Manufacturing Corp. 


41 E. 42nd St. NEW YORK Philadelphia 
New London Pittsburgh Baltimore 
Detroit Syracuse Newark Washington 


Brooklyn 
Boston 
Worcester 








“PURO-FY” 


The drinking water in all your parks and 
public buildings by installing 
Puro Sanitary 
Drinking Fountains 
There is a PURO for every requirement 


Puro Sanitary Drinking Fountain Co. 
Mass. 


Haydenville, 











ee 
Wade ane Are Sanitary 


This grease trap for laun- 
i dry trays with accessible 
flushing cleanout, is abso- 
\; lutely water and gas tight. 
Js No sewer gas can escape even 
when cover is removed for 
cleaning. Deep water seal 
prevents grease passing out 
and clogging waste pipe. 
Write for catalog showing 
full line. 


WADE IRON SANITARY MFG. CO. 


551 W. Fulton St., CHICAGO 


= 
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RECO SEP TIC TA NK 


Acknowledged the best Septic 
Tank manufactured. Why? 

Made of an alloy copper- 
steel, it gives best bacterial 
action. Protected by an ab- 
solutely acid proof enamel. 


LOW 


As easily handled as a bath tub. 
A 10 YEAR GUARANTEE. 


Ask your plumbing jobber or write 


RICHMOND ENGINEERING CO. 
930 Brook Ave. Richmond, Va. 


First Cost 
Installation Cost 
Freight rates 





Patent Applied for 
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1,162,768 Accelerator for Hot-Water Heating System 
(pee e H. Russell, Florence, Ala In a device of th 
ter described, a pipe having a bend at one end, 
cond pipe having a bend at one end, a valve casin; 
nnecting said ends of said pipes and having a valve 
f therein, a check valve eatable against said valve 
to close the passage through said casing, a valv: 
ising attached to the bend of the second mentioned pipe 
Ne | 
1,462,768 
nd having a valve seat therein, a by-pass tube ,connect 
the second mentioned valve casing and the first men 
tioned pipe to allow the water to flow through the by 
pa tube past the check valve, and a spring pressed 
valve within the second mentioned valve casing and seat- 
able against the valve seat therof to normally prevent 
the tlow of water from the second pipe through the by 
pa tube 
. + . 
1.462.788 Wrench Frank J. Dorsch, Winona, Minn. 
In vrench, the combination of a shank having a fixed 
w projecting laterally from the end thereof, a shift 
ible jaw member slidable on said shank, a toothed rack 
n the edge of said shank opposite said fixed jaw and 
formed of beveled teeth having one straight side and 
me inclined side, an elongated lever pivoted at one end 
to said shiftable jaw member and extending along the 
dge of the said shank opposite said fixed jaw, the other 
fs 0 
4 v 
/ 2 
end of said lever being tapered to permit ready engage 
ment of the same so as to facilitate swinging of the 
lever away from the shank, an adjusting worm rotatably 
mounted on said lever, the rear faces of the teeth 
on iid worm being substantially parallel to a line 
drawn radially to the pivotal center of said worm, the 
front faces of said teeth being beveled, and stop means 
between said shiftable jaw member and said lever for 
limiting the outward pivotal motion of said lever to a 
position at right angles to the shank. 
. * . 
1,462,550 soiler-Scale Remover. Charles H. Hoppe 
Devils Lake, N. Dak An antiscale compound, consisting 


of 


horn 




















sodium carbonate, calcium phosphate, and coal! 











1923 
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1,462,988 Instantaneous Hot-Water Heater Hyman 
Sirot and Harry Sirot, New York, N. Y \ water heater 
mprising a cap, means for attaching said cap to a water 
pe, an arcuate flange rigid with said cap, a core rigid 
th and depending from said flange, a pair of hollow 
ils surrounding said core, one of said coils being rigid 
vith said core, its lower wall being upwardly concave, and 
the other of said coils provided with a plurality of spaced 
enition openings 
5 
5 “ 
¢ 
me 17 
2 1.5 1 
- o 

is 1.462.988 1 AGL 6 

1,462,662 Sanitary “Toilet-Seat Cover John LL 
Schaefer, Flushing, N. Y \s a new article of manu 
facture, a sanitary toilet seat cover embodying a sheet 
of material having a slit extending diagonally from front 
to rear and arcuate slits in opposed relation at opposite 
sides of the central diagonal slit, said arcuate slits re 
spectively joining at opposite terminals with the diagonal 
slit to provide oppositely bendable tabs, as and for the 
purpose specified 

* * . 

1,462,853. Waste Control for Basins William H 
Dehn, Cleveland, Ohio In a device of the character de 
scribed, the combination with a bowl having a waste 
outlet and a stopper for closing the said outlet of a 
fitting extending down from said waste outlet, a pipe 
section mounted in the side connection of said fitting 
a casing supported by said pipe section, said casing com 
prising a evlindrical portion and a head portion, a stop 
per lifting lever mounted in said cylindrical portion; 
aid lever having a spherical shaped body portion, a 
sleeve mounted in said casing and surrounding the spher 
ical portion of said lever, said sleeve having an internal 
flat at its forward end of le diameter than the 
diameter of the casing 

* * * 

1,462,611 Water Heater John W. Mever, Fort At 

Kinson, Wis In a water heater, an upright tank hay 


Ing a hollow one-piece gas tight supporting base forming 
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SANITARY. 


Absolutely impervious to moisture, 
unaffected by the action of acid and 
easily kept clean— what material 
for a toilet seat could be more san- 
itary than hard rubber. 


The Luzerne Seat 


is ideal for installation of the better 
grade residence jobs, and for public 
buildings it is the cheapest seat in 
replacement 


the long run becaus« 
is never necessary. 


THE LUZERNE RUBBER COMPANY 
Manu } 


Trenton, New Jersey 
Chicago Office 564 W. Monroe Street 


pen f 
seal, with 
aluminume 


¢ hip 


bro, 














You can guarantee | 


the Boosey Sink Trap 


If you want to give your customers 
a trouble-proof sink trap, you can 
safely ree ommend and guarantee the 
Boosey No. 60 It's not m ide just to 
sell in competition with 1 dozen 
others of identi il pattern, but 1s 
lesigned to give the extra service 
that would quic kly « log the ordin ry 
type of tr ip ‘ 

Note the features of the Jo08sey No 
60 given below ind study the design 
as shown by the illustration You'll 
quickly recognize its idvantage 
and agree that it 1 really necessary 


to make a real job f kitchen plumb 


mn 


The Greenwood Mfg. Co. 


5140 Hamilton Ave. Detroit, Mich, 





Features: 
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E MANUFACTURE the only 

perfect Back Water, Sewer and Tide 
Trap on the market. The Barrett Trap 
is warranted and guaranteed. 


James Barrett Mfg. Co. povcn, “wax 


PT ett ss 


ee UTeUIUSelUUelin i eluuiiuiiel 4 





See eT eT 
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Don’t Be Content 


With Ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIM PLEX” 


Made in 
All Lead—Copper — Galvanized 
Iron 
Every Flashing Adjustable 
Every Flashing Perfect 


Manufactured only by 





Canadian Representative 
W. H. Cunningham & Hill, Ltd., Toronto, Ont. 
New York Representative, John G. Kelly, 137 E. 43rd Street 












I ng fe is a Loan the 
Kelton shallow well pump b 
the drop forged heavy crank 
shaft and connecting rod Q 
the bronze plunger and valve 


eats,the renewable phos- 


phor bronze bearing Another Ad 


Next Month 


bushings throughout 
Furthermore all bearings 
have take- ip. is! b- 
rication keeps all running 


parts bathed wit! 


Write for literature which 
gives full information 








ELTON COMPANY 


; 
410 Court Street, Allentown, Penna. i 


pASCO 


WATER HEATERS 
are hot stuff. And they are built 


of steel in the the same fine manner 
as the famous Kewanee Boilers 











KEWANEE BOILER COMPANY 


Kewanee, Ill. 
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support for the lower end thereof, so that 


bottom wall of said base forms the exposed bottom of 
the tank, heat inlet means externally connected to suid 
base to supply heat to the gas interior of said base 








heat the water in said tank, and a heat outlet, said base 
I+ 
1,462,611. 

being gas tight except for the heat inlet and outlet thereof, 


and being adapted in its exposed position to be opened for 
interior thereof. 

” * +. 
Machine for Bending Pipe. 
assignor to Newell 
In a pipe bending machine, 


cleaning out the 


Carl Gabriel 
Manufacturing 


1,462,935 
on, Syracuse, N. Y., 
Company, Ogdensburg, N. Y 
a Stationary die, a locking die movable towards and away 
shaft for supporting the lock 


from the stationary die, a 





axis 


ing die, a bending die rotatable on an that is e 
centric to the axis of the locking-die shaft, gears for in 
for first locking and then 


of gears for rotating said 


termittently rotating said shaft 

releasing a pipe, and a train 

bending die while the locking die is held stationary. 
* * * 

Otto C. Grenz 


the combination 


Bottle-Washing Machine. 
Mich. In a bottle 
water motor adapted to be attached 
faucet, of a hollow drive shaft adapted to be rotated by 
said bottle brush at the outer end 
of said shaft, a water communicating by-pass leading from 


1,462,598 


ke, Detroit, washer, 


with a to a water 


motor, a cleaning 





to the interior of the hollow drive shaft 
outlet at the end 
longi 


the water inlet 


said shaft provided with a discharge 


adjacent the brush, a sleeve encircling said shaft 


tudinally movable thereon, spring means normally hold 
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ing said sleeve outwardly to close the discharge outlet 
from the shaft, a collar adjustable lengthwise on said 
sleeve, said collar adapted to engage the mouth of a 
bottle when the bottle is inserted over the brush and 


leave so that the sleeve may be moved longitudinally over 
the shaft against the resistance of the spring to uncover 


the discharge outlet from the shaft. 
* * * 

1,462,703. Electric Water Heater. Walter S. Jones, 
Orwood, Calif. An electric water heater comprising a 
casing adapted to be filled with water and connected at 
one end to a source of water supply and provided with 


an outlet at the other end, said casing being divided into 








1,462,703. 


a plurality of compartments between the intake and out- 


let of the casing, electric heating elements in the casing 
projecting into the compartments, and means for retard- 
ing the passage of the water into and out of the com- 
partments from the intake to the outlet of the casing. 
* * * 
1,462,862. Combination Boiler. Charles R. Kline, 
Reading, Pa. In a device of the character stated, a 


plurality of water holding sections, provided with trans- 
verse flues and communicating water passages, and a grate 
for the reception of solid fuel, in combination with a water 
holding section adapted to be heated by gas, said latter 
section having a water connection to said other sections, 




















said 


with 
lower 


communication 
located in the 
upright water 
section 


flue 
burner 
section, 


and a in transverse flues, 


portion of said gas 
in 
said 


4 £as 


heated walls said 
located of 
for having 
tically extending air inlet passages leading from a cham- 


ber gas the 


jacketed 


gas heated on each side gas 


burner, and a support said gas burner ver- 


below said burner to combustion chamber 


above the latter. 
ANSWER TO WHAT'S WRONG IN THIS PICTURE 


See Picture on Page 291 


Don't talk price when it is just as easy to talk quality. 
Quality is remembered long after price is forgotten. Good 
£00ds and good work give good service, and no other kind 


of service will pay you a good profit for long. 
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Weil-M Lain 


—three great features 
bring quick sales—Write 
for details of this money maker 


Weil-MLain Company 


Mich 
In 








o Showrooms 


_ City 
i . Lake Street 


Chica 
ana 641 




















The Hessler 
PERFECT 
Hose Connection 


The simplest hose coupling 
ever designed. Snaps on and 
off in a jiffy and positively will 
not leak. Saves the hose be- 
cause twisting and kinking are 
eliminated. Write for descrip- 
tive circular and prices. 


Your jobber can supply you 





























INSURANCE 


AGAINST FLOODED BASEMENTS 


Where the Signet Drain is installed there can be 
no back water. 

A perfectly reliable trap that automatically 
keeps out sewage, 
gas and germs. 










Always works. Noth 
ing to get out of order. 
Brass working parts 


Pat. Dec. 8, 1914 
submerged. 


The Signet is clean, 
sanitary, simple, dur 


Write for 
able and efficient 


details 


CRAMP TON-FARLEY BRASS CO. 
KANSAS CITY, MO. 


(Make More Business 


Suburban Homes, Camps, Schools Need Good Plumb- 
ing and Proper Sewerage Disposal. It’s easy if you use 


. San-EquipSepticTanks 


made of 14 ga. Copper Iron, 
welded, water tight and rust-proofed 
by Plastic Enamel melted on,—15 yr. 
service guarantee—perfect to a T. 
Do a quick, easy job with this light 
ae Wet, sewage tank 
Prices most reasonable. Order 
at risk, giving jobber’s 
name, ask for circulars. 


CHEMICAL TOILET CORP. 


“< 2654 Liverpool Road, Syracuse,N.Y. 


Colvin Station Post Office 
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our 
or 
























Situations Open 


WANTED — SALESMEN TO HANDLE 
high-grade speciality line. Liberal 
commissions. Good territories open 
east of the Mississipp! Address 7465, 
“Domestic Engineering.” 1507 Finance 
Bidg.. Philadelphia, Penna. 4-21 tf 
SALESMEN—TO SELL A_ LINE OF 
high grade plumbers’ brass good 
and specialties Excellent inducement 


to the right man Give age, experl 
ence, references The Ajax Brass Co. 
Cleveland, Ohio 7-21/8-11 


HELP WANTED—MAN WHO KNOWS 

the trade and what they require, to 
sell a new line of packless globe valves 
and specialties Address 794, “Domes- 
tic Engineering,” 1900 sieenbed” aves 


Chicago tf 
SPECIALTY—MANY TERR reo Iie Ss 

now available to men who car il 
at a low price, a high-grade spactadity 


(valve) which has great merit, and is 
now being extensively advertised In 
every leading trade paper Give fi ill 
particulars in first letter Ira i. 2d Ne 

son, 10 High St., Boston, Mass 8-4-25 
SALESMAN—LA R< CONCERN 

manufacturing down draft ( 

needs rellable salesman in New oF z 
land Drawing account-commission 


Give full particulars regarding know! 
edge of heating and previou affilia 
tions Address 831, “Domestic Engi 
neering,” 1900 Prairie Ave Chicago 

8-11 
SALESMAN WANTED-—-LARGE, OLD 


established manufacturer-jobber de 


ires two § first class plumbing and 
heating salesman for southern Mis 
sissippi Valley territory, one country 
one city Must be at prese nt en pl rved 
State age, expertlence salary expected 
and references first letter If net al 
ready successful plumbing and heating 
salesman, don’t answer Addres R29 
Domestic Engineering,” 1900 Prairie 
Ave Chicago 8-11 
W ANTED > ae ERIENC I Dy HEATING 
material salesman ‘ qualifica 
tions and Benne covered Address 
R32 Domesti Engineering 1900 
Prairie Ave Chi Ta) 8-11-18 
WANTED SALESMEN WITH SUC 

essful experience in selling pump 
ai water syste Good territory 
open References required Fort 
Wayne, Indiana S-11 tf 
MANUFACTURER'S REPRESENTA 
tive wants capable salesman to sell 


vivertised special 
trade, Southern States 
references and 


salary expected first letter Must be 
‘husiness wetter Address 834, “Do 
mestic Engineeri 1900 Prairie Ave 
Chicago 8.9% 
MANUFACTURER'S REPRESENTA 

tive to sell west of Chicago High 
grade brass good to jobbers Con 
nission bhasis Peru Brass & Mf«. Co 
Peru. Indiana 8-11 

Situations Wanted 

SITUATION WANTED—BY MAN OF 


wide and thorough experience in 
purchasing, sales and executive de 
partments of the wholesale plumbing 
steam fitting and mill supply busi- 
ness. Can submit first class references 


At present employed Address 820 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 8-11-18-25/9-1 


8 cents for each word including heading and address. 
$2.00. One inch $4.00. Cash must accompany or der. 
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i Clas sified Advertisements i 


Count seven words for keyed address. 
Copy should reach us by Wednesday morning. 


AI.eSMA> YEARS OF AGE, EX- 

ye ed n plumber brass goods 

i tion with 

f i Have covered 

' rad oO Cth i to Denver 

pa r ur al fourteen year 

! elling exper ‘ Address 

[> estic ier ' 1900 

i r A ct 11-18-25/9-1 
For Sale 

FOr SAIL. PLUMBING HEATING 

nd Sheet Metal Shop in town of 

“od in So Bb. Minnesota Practically no 

ompetitior Wor now on hand will 

! pay for entire busines En 

pl fron me to three men at all 

time Sewer put in just a year ago 

Poor healtl mily re for selling 

1’ reasonable Addres 834, “Do- 

‘ Mneineering 100 Prairie Ave 

Chicane 8-11 


FOR SALE ARE YOU 

a Profitable Plumbing 
Metal and Gas Appliance’ Business? 
Only shop in town Southern entrance 
to Yellowstone National Park Invoice 
about $5.000 Will make liberal reduc- 


LOOKING FOR 
. Heating, Sheet 


tion Yearly business averages about 
$25,000 Wi ll! sell or lease building. 
Eixceptic il opportunity for someone. 
Reason f elling, T have some inven- 
tions t ~ manufactured and must go 

ist ft put ime on the market For 
particular write Charles Geiser, Lan- 
der, Wyo 8-4-1] 

Miscellaneous 


We have 20,000 New Brass 
Valves, cheap—!, in. to 2 in. 
Horizontal and Swing Checks 
Vertical Checks and Gate Valves 
No Globe Valves 

Brass Pressure Reducing Valves 
1 in. to 5 in. 


In what are you interested ? 
We will take Pipe Couplings in 
exchange. 


Gwilliam Supply Company, 
828 N. Hancock St., 
Phila., Pa. 


Sell us your Surplus 


PIPE COUPLINGS 


HIGHEST CASH PRICES PAID 
WRITE US 


THE A. & J. MFG. CO. 


559 W. Lake St., Chicago, III. 


WE ARE IN POSITION TO CONVERT 

your surplus or odd stock in plumb- 
ing, heating, factory and engineers’ 
supplies and solicit your offerings 
Give as complete information as pos- 
sible Harry Verbeek Co., 3616 Iron 
St., Chicago, Il. 6-16/7-21 
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MANUFACTURERS’ 


Minimum 





PACIFIC 
representative is in position to take 
n two more good lines and guarantee 


COAST 


results 
neering,” 


Address 820, “Domestic Enegi- 
1900 Prairie Ave., Chicago 
7-28/10-20 


CONTRACT SHEETS, ESTIMATE 
Blanks, Job Tickets, etc., for plumb- 
ers. Large or small lots, reasonable; 
prompt delivery. Samples with deliv- 
ered prices free. L. Fink & Sons Co, 
School Bldg., Laurel Springs, N. J. 


Books for Your Trade Library 


en gl A oy! AND COST pau 

OR THD PLUMBER. By Wesle 
Fink, Weatees a simple metho ~| 
bookkeeping and cost finding easily 
adapted to your business. Tells how 
to open and close a set of books, gives 
concrete examples on figuring labor 
and material costs, overhead expense— 
in fact a complete system worked out 
in every detail. Size 4%x6% In. 1328 
pages. Cloth. Price, $1 


QUESTIONS AND ey er ON THE 

PRACTICE AND BEORY OF 
STEAM AND HOT WATER HEATING. 
By R. M. Starbuck. Fifth edition. A 
ready reference, dealin practically 
and briefly with the different phases 


of Steam and Hot Water Heating, 
Vacuum and Vapor Heatin Acceler- 
ated Hot Water Heating an "Pipe Fit- 


ting in connection with aesraperetins 
Plants. A valuable work for the heat- 
ing man. Covers all the points on 
these subjects he should be familiar 
with. Size, he penne. 160 pages. 
Price, postpaid, $1.5 





MERCHANDISING THE PLUMBING 

BUSINESS. By Karl W. Zoeller. A 
treatise on merchandising as applied 
to the plumbing and heating business, 
that should be read by every plumber, 
contractor or jobbing plumber. The 
subject is completely covered by the 
twenty-six chapters, and in a manner 
making it ge and easy to read. 
It contains many valuable suggestions 
on Window Display, Showrooms, Ad- 
vertising, etc. No matter how large or 
small your business, you need this 
book. Size, 4%x 6% inches. Over 100 
pages. Price, postpaid, $1.60. 


THE TABLE OF ESTIMATED RADI- 

ATION. By Harry B. Perrigo. Gives 
the accurate amount of radiation re- 
quired for an f size room. Computed 
from standard recognized rules and 
simplified to a degree that makes it 
readily understood by any man with 
even a limited knowledge of heating. 
T\7o tables—one for steam and the 
other for water—are printed in two 
colors on heavy celluloid—making four 
pages tn all. Substantially bound. Gise 
4%x7% in. Saves time and elin.{nates 
errors. Price, postpaid $1.00. 


PRACTiCAL METHODS OF SEWAGE 

DISPOSAL. By H. N. Ogden and H. 
B. Cleveland. overs in detail the 
problem of sewage disposal for resl- 
dences, hotels and institutions where 
connections to city sewers are not 
available. Size, 6%x9% in. 183 pages 
Cloth. Price, $1.60. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 


HARTMAN INGOT METAL COMPANY 





Smelters and Refiners 


Brass Ingots Manufactured to Specifications 





Office: 2511-25 W. Twenty-First St., CHICAGO 


Telephone: 


Lawndale 827 and 3635 














